Google 



This is a digital copy of a book that was preserved for generations on Hbrary shelves before it was carefully scanned by Google as part of a project 

to make the world's books discoverable online. 

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject 

to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books 

are our gateways to the past, representing a wealth of history, culture and knowledge that's often difficult to discover. 

Marks, notations and other maiginalia present in the original volume will appear in this file - a reminder of this book's long journey from the 

publisher to a library and finally to you. 

Usage guidelines 

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the 
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing this resource, we liave taken steps to 
prevent abuse by commercial parties, including placing technical restrictions on automated querying. 
We also ask that you: 

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for 
personal, non-commercial purposes. 

+ Refrain fivm automated querying Do not send automated queries of any sort to Google's system: If you are conducting research on machine 
translation, optical character recognition or other areas where access to a large amount of text is helpful, please contact us. We encourage the 
use of public domain materials for these purposes and may be able to help. 

+ Maintain attributionTht GoogXt "watermark" you see on each file is essential for informing people about this project and helping them find 
additional materials through Google Book Search. Please do not remove it. 

+ Keep it legal Whatever your use, remember that you are responsible for ensuring that what you are doing is legal. Do not assume that just 
because we believe a book is in the public domain for users in the United States, that the work is also in the public domain for users in other 
countries. Whether a book is still in copyright varies from country to country, and we can't offer guidance on whether any specific use of 
any specific book is allowed. Please do not assume that a book's appearance in Google Book Search means it can be used in any manner 
anywhere in the world. Copyright infringement liabili^ can be quite severe. 

About Google Book Search 

Google's mission is to organize the world's information and to make it universally accessible and useful. Google Book Search helps readers 
discover the world's books while helping authors and publishers reach new audiences. You can search through the full text of this book on the web 

at |http : //books . google . com/| 



THE 

PRODUCTION OF ELLIPTIC INTERFERENCES 

IN RELATION TO INTERFEROMETRY 



Bv CARL BARUS 

Hazard Professor of Physics and Dean of the Graduate Department 
in Brown University 



WASHINGTON, D. C. 
PuUished by the Carnegie Institution of Washington 
" igi3 



CARNEGIE INSTITUTION OP WASHINGTON 
Publication No. 149, Part II 



PRESS OP J. B. LIPPINCOTT COMPANY 
PHILADBLPHtA, FA. 



PREFACE. 



The present report is, in the main, an extension of my work on the 
displacement interferometer described in the precetling investigation (Pub- 
lication No, 149 of the Carnegie Institution of Washington); but beyond 
this, it is a contribution to the theory of coronas and their practical appli- 
cation for the measurement of sizes of fc^-particles in cloudy condensa- 
tion. In other words, if the source of light is not simple, but a doublet of 
two interfering beams as in chapter VI, indistinguishable from a simple 
source in case of white light, the coronas must show concentric dark 
interference rings, for the same reason that the spectra in case of the 
grating show elliptic loci of interference. It is therefore from rings of this 
genera] character that measurements of precision with coronas may be 
obtained. In its practical aspects chapter VI deals with the production 
of elliptic interferences with plane reflecting gratings instead of transparent 
glass gratings, as the former are much easier to rule. Again, the special 
type of linear fringes, produced by identical halves of a reflecting grating 
with their rulings parallel to the slit and nearly in the same plane, probably 
has a direct bearii^ on the theory of coronas, as in both cases an inter- 
ference phenomenon is superimposed on the diffractions. 

In chapters VII, VIII, and IX I have included certain incidental experi- 
ments on fog-particles made by aid of the coronas of cloudy condensation. 
The first investigation shows that the angular aperture of coronas is inde- 
pendent of the thickness of the layer of fog, single and triple layers, each 
about 6 inches thick, giving the same (continuous) corona. The next 
investigation adduces the curious result that when the diameter and size 
of the fog-chamber diminish indefinitely relative to the size of the exhaust 
pipe, its efficiency does not uniformly increase, but that it is rather more 
efficient for the (virtually) larger nuclei and less efficient for the smaller 
groups. Certain allied results on the rate of decay of nuclei of different 
sizes produced by mild X-radiation in dust-free wet air are added. These 
show the remarkable result that the coefficient of decay increases from less 
than one-tenth of the usual value for ions in dry air, to even 50 times the 
normal value, as the nuclei range in dimensions from very large to very 
small sizes. Hence if these nuclei be regarded as water-drops, they evap- 
orate more and more rapidly to a persistent limiting small diameter, in 
proportion as they are larger. In the last investigation (chapter IX), 
I have returned to the moot subject of the regular persistent nuclei pro- 
duced by strong X-rays, through earthed metallic aluminum screens and 
a fog-chamber of wood, with the endeavor to find the lower limit of the 
density of ionization which must be reached before these typical persistent 
nuclei {i.e., those requiring little or no supersaturation to precipitate con- 



densation) are formed. This chapter deals with large persistent nuclei 
produced by X-rays and is thus in a measure supplementary to the pre- 
ceding. From both I conclude that the decay of ions as such beyond the 
scope of easy determination by the electrometer ^vith the production of 
neutral pairs and multiples finds its counterpart in the growth of persistent 
nuclei, as the result of such coalescence. These nuclei now fall specially 
within the scope of detection by the fog-chamber. The number of per- 
sistent nuclei produced by the X-rays {caet. par.) will increase with the 
time of exposure at an accelerated rate, inasmuch as the nuclei or ions 
present themselves take part in the production, and these are present in 
continually greater number, as the lower limit of size decreases. 

In chapter X the equation derived in the preceding report {No. 149, 
chapter V) for the displacement of the center of ellipses produced by the 
opaque mirror on the micrometer is tested throughout the spectrum and 
for all angles of incidence. This requires a knowledge of the indices of 
refraction of the glass of the grating for all wave-lengths. A method of 
total reflection suitable to the case, where only a flat spicule of glass is at 
hand, was therefore developed and applied. 

In conclusion, a displacement interferometer is described, combining 
the desiderata of rigidity, lightness, and portability, and provided with 
long arms of invariable length and with sufHciently high mirrors to admit 
of the introduction of bulky apparatus, like a fog-chamber, between them. 
The apparatus is peculiarly adapted for the measurement of the refrac- 
tion of gases at high temperatures, and conversely for the measurement 
of high temperatures by means of the refraction of a gas, as well as for 
the measiu-ement of the adiabatic transformations of a gas, either dry or 
wet, and at all temperatures. It is hoped that the researches may de- 
velop fruitfully in this direction, and some promising work has already 
been completed. 

Chapter XI, with a special view to an application of the interference 
method, endeavors to measure the degree of adiabatic expansion encoun- 
tered in fog-chambers of such dimensions as I have used. To actually 
measure the ratio of specific heats much more voluminous apparatus will 
be necessary, and the present form of the interferometer is not adapted 
for air-chambers large in their vertical dimensions. An interesting result 
of the investigation is the marked difference of the heat ratio for wet and 
dry air, data from which it should be possible to compute the amount of 
water precipitated per cubic centimeter. 

My thanks are due to Miss Ada I. Burton, who assisted me with rare 
efficiency both in the editorial part of the work and in the preparation of 
diagrams, as well as in the experimental parts and in the extended compu- 
tations which a research of the present kind demands. 

Carl Barus. 

Brown University, December 1911. 
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CHAPTER VI. 



BLLtPnC UTTERFEREHCES WITH REFLBCTmO ORATHTOS. 

51. First method. — There are two or three typical cases in the use of 
reflecting gratings for the production of interferences in the spectrum, each 
of which shows peculiarly interesting features. The first of these is given 
in Sg. 34 and corresponds closely to the method described for transmission 
gratify in a precedii^ paper. If L is the source of light and M a glass 
plate gratii^, it was shown that plane mirrors in the positions C« and C, 
each reflecting a spectrum from M, produce elliptical interferences wlien- 
ever the rays returned after passing M by transmission and reflection, 
respectively, are made to overlap in the spectrum, under suitable conditions. 




Fig. 34. — Diagram showing production of elli[)tic 
interferences from mirror M and reflecting 
gratings Gm and Gn, 

The present method is the converse of this, since the gratings and the 
opaque mirrors change places. Parallel raj^ from L strike the plate of 
glass M and the component rays reach identical reflecting gratii^ C and 
Cn, placed symmetrically with respect to M at an angle i to the E and L 
directions. The undeviated rays pass off eccentrically at R and are not 
seen in the telescope at E. They may, however, be seen in an auxiliary 
telescope pointed in the line R and they then facilitate the adjustments. 
Rays diffracted at the angle 2t, however, are respectively transmitted and 
reflected by M and interfere in the telescope in the line E. Similarly rays 
difiEracted at an angle ff>f interfere in the line D. 

79 
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To make the adjustment it is sufficient to bring the Fraunhofer lines in 
the two spectra seen at E into complete coincidence, horizontally and 
vertically. Coincidence of slit images at R (at least vertically) aids in 
the same result. It is also necessary that the rulings on G^ and C» 
and the slit shall be parallel, or that the images of slit and spectra shall 
lie between the same horizontals. One of the gratings, G«, may now be 
moved parallel to itself by the micrometer screw until the elliptic inter- 
ferences appear. If the plate M is not half-silvered there are three groups 
of these, as described in the preceding paper. Each group passes from the 
initial degree of extreme fineness, through maximum size, to a final degree, 
for a play of the screw of about i mm. There is the usual radial motion 
of the fringes, together with the drift through the spectrum as a whole. 
To bring out the set of solitary ellipses, the silvered surface of M should 
be toward the hght and remote from the eye. As a rule the adjustment 
is difficult, as an extra condition is imposed in the parallelism of the slit 
and the rulings of the gratings. The ellipses are liable to be coarse, with 
their axes oblique, clearer in some parts of the spectrum than in others, 
unless means are provided for placing the rulings accurately parallel. 
Even when well adjusted they are rather polygonal than rounded in their 
contours. They are about as strong with non-silvered glass M as with 
half-silvered glass; but in view of the multiple spectra the adjustment is 
much more difficult in the former case. 

It has been suggested that the white sht image must appear eccentrically 
in the direction R. Hence if a special telescope is directed in this line, the 
final adjustment is reached on coincidence of the proper slit ims^es, pro- 
vided the rulings of the gratings and the slit are parallel. 

For 8'>i the second series of interference spectra occurring at D eccen- 
trically is broader, but only on perfect adjustment does it occur simul- 
taneously with the other set. In fact, since for the preceding case i=B, or 



and in the present c 
therefore 



3 sini = X/£i 
fi'-sinV = X//? 
' = 3 sin 1=3 sin 6 



There is also an available set in the second order to the left of E. In the 
gratings used above D lies in front of G,, being nearer the E than the 
L direction. 

52. Inversion of the method.— The occurrence of the undeviated ray R 

suggests another method; for if the white ray R is reversed, i.e., comes 
from an eccentric collimator, slit images will be seen in telescopes at L 
and E, whereas overlapping spectra will appear in the direction D' eccen- 
trically and in the lines R and R'. One of the latter may be lost in the 
collimator. The former occurs for the same angle fl', so that 
sin #* = 3 sin i 
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Moreover, if 1 = 45° is the angle of incidence of L upon M when sodium 
light is taken, so that 9' = 26° 14', 1 = 8° z8', the R, D, D'rays make angles 
21, fl'+t, ff—i, respectively, with the E direction; or the sum of the angles 
at D and D' with the E line is 26', their difference 21, and the rays D, R, D' 
intersect at a common center on C. Hence if we place the plane of (7„ 
at the center of the spherometer and arrange M and G» eccentrically, the 
angles may be measured as before. 

53. Second method. Resolution of the slit image. — If the sharp white 

images of the slit in a Michelson apparatus for the case in which the inci- 
dent light consists of parallel white rays from a collimator be accurately 
superimposed and the opaque mirrors be set at the proper distances from 
the semi-transparent mirror by the micrometer, the slit image may itself 
be viewed through a grating and will then show elliptic interferences in 
all the spectra. The apparatus is here eccentric, while the grating (either 
transmitting or reflecting) must be at the center of the spectrometer, if 
angles are to be measured. The same is true for any of the other super- 
imposed white slit images in the above or the earlier experiments and may 
even be repeated with successive transmitting gratir^. It is interesting 
to note that the position of the center of ellipses is at the same wave- 
length in all the spectra, though the form of ellipses may differ enormously. 
The same phenomenon may thus be seen by a number of observers at the 
same time, each looking through his own telescope. 

It is this phenomenon which may be repeated with the fog-particles of 
cloudy condensation instead of with the grating and must then give rise 
to concentric black interference rings symmetrical with the colored field. 
Measurements of precision in case of the coronas are thus feasible, in view 
of the varying distances apart of these rings, increasing in size as they do 
with diminishing sizes of fog-particles. 

54. Third method. Parallel gratings. — In this case the two halves of 
the grating are treated displaced parallel to themselves from their original 
coplanar position in the grating from which they are cut. Their mount- 
ing is thus something like the case of the two black plates of Fresnel's 
mirror apparatus, one of the plates being adapted for displacement parallel 
to itself. 

In fig. 35, g and g' show the two halves of the grating cut along the plane 
5, normal to the plates and parallel to the rulings. The half g' is provided 
with a micrometer screw, so that it may be successively moved from the 
position g' in fig. 35 to the position g' in fig. 36, through all intermediate 
positions, while the half g remains stationary. Each of the halves g and g' 
is controlled by three adjustment screws (horizontal and vertical axes of 
rotation), to secure complete parallelism of the faces of the grating. Each, 
moreover, may be rotated around a horizontal axis to place the lines 
parallel to the slit of the collimator. The duplex grating is mounted on a 
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Spectrometer, as is usual for reflection. Finally, each half may be raised 
and lowered and moved horizontally to and fro, parallel to itself, so that 
the half gratings when coplanar may approximately reproduce the original 
grating. 

After each of the spectra is clear as to Praunhofer lines, the interferences 
here in question are produced by bringing these lines (the D lines, for 
instance) into perfect coincidence, horizontally and vertically. Under 
these circumstances if the distance apart, e, is suitably chosen, the inter- 
ference fringes will appear throughout the spectrum. These consist of an 
approximately equidistant series of lines parallel to the sUt, i.e., vertical 
lines, which are finer, ccet. par., as the breadth of the crack at 5 between 
the gratings is larger. They may be increased from the extreme fineness 
as they enter the rai^e of visibility, to a maximum coarseness (in the above 




ift 3i' 



experiments) of about 3 to s minutes per frir^e, after which they vanish. 
They can not, in practice, be passed through infinite size; neither can they 
be produced symmetrically on the two sides of the adjustment for infinite 
size. TTiey can not, in other words, be changed from the positive to the 
negative condition of appearance. 

The occurrences are in fact as follows: If as in fig. 35, i>B (parallel 
white rays coming from L and L', R and R' being reflected, D and D' dif- 
fracted rays for the normal n), the grating g' must be in advance or for- 
ward of f . If now the air-space e is reduced micrometrically, g' retreating, 
the lines travel in a given direction (from left to right) through the spec- 
trum, while at the same time they grow continually larger until for a mini- 
mum value of e still positive they vanish as a whole. The period of indis- 
tinctness before evanescence is not marked. 

On the other hand, if ff>i, as in fig. 36, the grating g' must be to the 
rear erf g and the air-space e is throughout negative. If this is now d 
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numerically the lines travel through the spectrum in the opposite direc- 
tion to the preceding case, while at the same time they coarsen until they 
vanish as a whole as before. The grating g' is still behind g when this 
occurs. 

Finally, if for any suitable value of e the grating g' is moved in its own 
plane without rotation away from g, so as to widen the crack at S between 
them, the fringes grow continually finer until they pass beyond visibility, 
and vice versa; i.e., as the crack at S is made smaller the hnes continually 



55. Nature of the evanescence. — ^The fact that the lines vanish as a 
whole and almost suddenly after reaching their maximum distance apart is 
very peculiar, as is also the fact that they can not be passed through infinite 
size or made to appear symmetrically on both sides of this adjustment. 
To investigate this case I provided both the collimator and the telescope 
with slits, so that the parts of the grating g and g' from which the inter- 
fering pencils come might be investigated. 

If a single vertical slit about i mm, wide is passed from right to left 
toward the objective of the telescope, a black line passes across the field of 
the spectrum, which Hne is merely the image of the crack at S, In the 
diagram (fig. 37) the G rays, for instance, come from the edge of both grat- 
ings g and g', whereas the R rays and the V rays come from but a single 
grating. Now, when the space e is diminished, the black band at G gradu- 
ally vanishes and in its place appear the coarsest fringes producible. When 
the sht F is removed these coaise fringes disappear. The fringes visible 
through the slit have, however, both an inferior and superior limit of angu- 
lar size. When e is diminished to zero they vanish and when e is sufficiently 
increased they again vanish, though they now appear when the slit is 
either removed or widened. From this it follows that the coarsest fringes 
come from the edges of the crack 5 of the gratings, and that the remainder 
of the grating will not produce coarse fringes. By moving the slit the 
fringes may be made to appear in any other part of the spectrum. 

The same fact may be proved by putting the vertical slit F over the 
lens of the coUimator and allowing the white light L to fall on the edges 
of the grating at 5. Coarse fringes limited as to range and size are then 
seen throughout the spectrum at g. 

Whenever the slit or vertical stop is used, the fringes are exceptionally 
sharp and easily controlled for micrometry. It is not even necessary to 
adjust the two spectra horizontally with the same care as when no slit is 
used, but the vertical coincidence of spectrum lines must be sharp. Natiu"- 
ally the use of the slit has one drawback, as the resolving power of the 
grating is decreased and the spectrum lines are only just visible. The 
adjustment, however, may be made before the slit is added. A few ex- 
amples may be given. For a slit i mm, wide over the telescope or colli- 
mator, only the immediate edges at the crack S, about 0.5 mm. each in 
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breadth, are active. A narrow range of large fringes is seen in the field, 
easily controlled by the micrometer screw. With a slit 3 mm, in width 
the lower limit is much increased, the upper diminished, to a size of about 
3 inches per fringe. In the absence of the slit the field is free from fringes. 
With a slit 6 mm. wide, the upper limit is again decreased, the lower much 
increased ; nevertheless the finest fringes appear only after the slit is re- 
moved. Using double slits over the collimator, each i mm. wide and 3 
mm. apart, fringes of medium size limited at both ends appear; 3 mm. 
slits 6 mm. apart show only the very fine fringes, but both sizes are still 
limited. Finally, when all but about o.g mm. of the edge of the crack of the 
grating g' is screened off, whereas the whole grating g (about one-half inch 
square) is without a screen, all the fringes from the maximum size to 




complete evanescence beyond the range of visibility are producible. Nat- 
urally if the edge of g' is quite dark everything vanishes. 

It follows, therefore, that pairs of corresponding rays are always in 
question. These corresponding rays are at a definite ND apart, where D 
is the grating space and N the number of lines per centimeter of the grating 
in question. This distance ND is greater as the fringes are smaller and may 
be of the order of a centimeter when the fringes pass beyond the range of 
visibility. Again ND is equal to the width of the crack when the largest 
fringes vanish. Finally, when ND is zero, as is the original unbroken 
grating, the size of the fringes is infinite. 

It has been stated that the use of the slit or a laterally limited objective 
is advantageous because all the lines are much sharper. Inert or harmful 
illumination is cut off. If the slit is over the objective of the telescope 
only a small part of the field of view shows the lines; if placed over the 
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objective of the collimator, the fringes are of extreme clearness throughout 
the spectrum. It may be ultimately of advantage to use the edge near the 
crack g' only, together with the whole of g; for if a small strip of g' at 
the crack S is used with the whole of g, the smaller fringes are weakened 
or wiped out. Thus the inner edge of the nearer grating with successive 
parts of the further grating is chiefly effective in the production of these 
interferences. 

To bring the two edges quite together was not possible in my work, as 
they were rough and the apparatus improvised. 



56. Data. — Some measurements were attempted with the view only of 
checking the equations presently to be deduced. The adjustment on an 
ordinary spectrometer is not firm enough and the fringes being very fine 
(a few minutes of arc) are difficult to follow unless quite stationary. 

Table i8, however, gives both the values of defdn, displacement per 
fringe, for different angles of incidence i and of diffraction 9, and d6/dn, 
the angular deviation per fringe at the D hne. In measuring the latter it 
was necessary to count the fringes between the C and D lines and divide 
their angular distance apart by these numbers. As e can not be measured, 
its successive increments ie from the first position are given. These are 
presently to be associated with the corresponding increments of dn/dO. 





Table i8.- 


-Values of dB/dn 
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57. Equations. — In fig. 38, L and L' represent a pair of corresponding 
«^te rays, reflected into R and R' and diffracted into D and D' at angles 
* and 0, respectively. The half gratings g and g' are separated along the 
crack S, and g' is movable parallel to itself by a micrometer screw normal 
to g'. Let the normal distance apart of the gratings be e. The incident 
rays L, U strike the originally coplanar grating at points N rulings apart. 
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or ND cm. apart, if D is the grating space. In the separated grating let 
these points be at a distance c apart. Let d (the broken line ia) be the 
incident wave-front and k the corresponding diffracted wave-front and call 
the angle between c and d, y. 

When there is reinforcement the path difference of the rays L and 
L' from the incident (d) to the diffracted (ft) wave-front, may be 



^ 



Fig. 38. — Diagram showing production of interfer- 
ences from two identical nearly coplanar gratings, 
with rulings parallel to slit. Details. 

written n\ = b—a, where b and a are the distances of k and d from 
the points of incidence of L and L' on the gratii^ g and g' respectively. 
If, finally, / is the length of the prolongation of L' between the gratings 
we may write in succession 

(i) d = NDcx3si 

(a) f=e sec i 

(3) a=ND sin i—e sec i 

(4) tan7=a/d 

(5) C=ND cos i sec 7 

(6) &=csin (f"+tf-7) 
To these should be added 

(7) dN/de = taxii/D 
Hence after removing t and arranging 

n\=ND\ cost sin (i-f e)-sin t cos (t+fl)-sini [■ -|-« sec i(i-|-cos (»+fl)) 
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which reduces to 

n\ = ND{&n$~^ni)+esect (i+cosii+ff)), 
or since 

sin *'— sin 9=\/D 

+COS ji+e) __ ag cos* (t+tf)/3 



finally 
(8) 



This must therefore be regarded as the fundamental equation of the 
phenomenon. Equation (7), however, leads on integration to 

(9) N = ei3ni/D+Nn. 
where Ni^ is the width of the crack. 

If the value of N from (9) be put into (8), together with the equivalent 
of X/D, it appears after reduction that 

■ — i-e 

2 
The case of N = o, e>Q would correspond to the equation 

(10) H\ = e (i+cos (»+fl))/cost"2ccos' /cost 

which is only a part of the complete equation (8), For »>fl, one active 
half, kh, is necessarily partly behind the other half, k'h', and therefore not 
adapted to bring out the phenomenon as explained, unless c = o, 

58. Differential equations. Di^lacement per fringe, de/dn. — To test 
equation (8) or (10) increments must be compared. The latter gives at 
once, since N is constant relative to e like >, 6, and X, 



(") dn cosi+cosff 1+9 i-ff 

3 cos cos 

3 3 

which is the interferometer equation when the fringes pass a g^ven spectrum 
line, like either D line, which is sharp and stationary in the field. Equa- 
tions (7) and (i i), moreover, give after reduction 

(12) dN/dn=Xan i tan *-^ 

Table 18 contains values of de/dn computed from (i i), made under widely 
different conditions (t>8, i<6, first and second order). The ^reement 
is as good as the small fringes and the difficulty of gettii^ the grating 
normal to the micrometer screw in my improvised apparatus admit. If 
this adjustment is not perfect Ni, changes with e. From equation (la), 
moreover, 

dN^dN dd^dNo dff^dNt 
'" ' dn de dn d$ dn dn 

since ^0 is constant only relative to e when varies. 



qH the production of elliptic interferences 

59. Deviation per fringe, etc., dd/dn, dd/de. — These measurements are 
still more difficult in the absence of special apparatus, since e is not de- 
terminable and the counting of fine flickering fringes is unsatisfactory; 
but the order of results may be corroborated by observing the number 
of fringes between two Fraunhofer lines, like the C, D, and other lines 
used. Differentiating equations (S) and (lo) for variable n,\,6, and N 
(since dN/dS is equal to dNn/dO, equation (12')) and inserting — Dcosfl 
d8/dn = d\/d», it follows after arranging that 

(13) 



<U X' 


i+dN/dn X" I 


ii» eS 


i+cos(<+9) «Dcos.'{cosi+cos«) 




de X . i-« 

-j- = itan 

an e cost 2 


s with (■ 


:■) 




de X sin.-sine 




dtt eDcosi ecosi 



Since, in equation (13), e is not determinable, it is necessary to compare 
increments Adw/iifl in terms of the corresponding increments ie, whence 

(is) i^idn/dS) = (cos i/\ tan *-^W 

Table 18 also contains data of this kind computed separately for the 
Fraunhofer lines, D, C, etc., employed and their mean values. To find the 
mean width of fringes between these lines, their angular deviations were 
divided by the number of fringes counted between them at different values 
of e. The results agree as closely as the difficulty of the observations 
warrants. One may note that without removing N, the corresponding 
coefficients would be Adin+N)/d8, and these are much more in error. 
here and in the preceding cases. If from d6/dn, e is eliminated in terms 
of (n+N) the equation is 

(16) 



dn Din+No)cosi 

so that for a given value of i, 9, Na, they decrease in size with «. If n = o 
they reach the limiting size 



dn DNo cos i 

If the crack NoD should be made infinitely small, they would be infinitely 
large. To pass through infinity, A'o must be negative, which has no meaning 
for i>8, or would place one effective edge of the crack S behind the other. 
These inferences agree with the observations as above detailed. If, how- 
ever, i<0, a negative value of No restores eqimtion (16) for n = o to equation 
(17), as was actually observed (figs. 35 and 36). 
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Finally, equation {14) might be used for obser\'ation in the incremented 
form 
(17) Mdem=^^Ae 

but I did not succeed with it. One loses track of the run of a fringe with de. 

60. Colored slit images and disk colors of coronas. — In the above exper- 
iment the fringes were but a few minutes apart. It is obvious, however, 
that if A'o is sufficiently small the fringes will grow with decreasing n, in 
angular magnitude, until there are but a few black bands in the spectrum. 
Under these circumstances, the undeviatcd image of the superimposed 
slits must appear colored, particularly so if an effect equivalent to No is 
present throughout the grating. This phenomenon of colored slits is 
apparently of interest in its bearing on the theory of coronas, where there 
is also an interference phenomenon superimposed upon a diffraction 
phenomenon, as is evidenced by the brilliant disk colors. For instance, 
suppose a corona were produced by a sufficient number of fog-particles 
distributed throughout a plane normal to the undeviated rays. Now let 
the alternate particles be moved in tli£ same way slightly to the rear of 
their original position and let the distance between the two planes be small 
relatively to the wave-length of light. In such a case there should be two 
identical coronas, superimposed in all their parts, and they should there- 
fore interfere. Inasmuch, however, as even small fog-particles are of the 
order of size of o.oooi cm. and their mean distance apart 50 times larger, 
i.e., 0.00s cm., it remains to be proved whether such an effect can be looked 
to as an explanation of the disk colors of coronas. 



CHAPTER VII. 



DTDEPBITDEIICE OF CORONAS OF XmCKKESS OF THE FOG-LAYER. 

61. Introductory. — As an adequate theory of coronas is yet to be given, 
experiments with a definite bearing on the various features of the phenom- 
enon are desirable. In earlier work* I endeavored to elucidate the char- 
acter of the interference phenomenon superimposed on the diffraction 
phenomenon, whereby the disks of coronas with white light eventually show 
a rhythmic succession of colors, A theory was suggested corresponding 
to that given by Verdet for the lamellar grating. Inferences so deduced 
were quantitatively in accord with facts. I showed that the reappearance of 
the same type of corona corresponds to a succession of diameters of fog- 
particles in the order of the natural numbers m = i, 2, 3, 4, etc. Further, 
in a survey of coronas obtained with monochromatic light (mercury), it 
appeared that the disk and the first ring are alternately luminous in a way 
corresponding to the interference phenomenon in question. Finally, that 
in case of even the largest true coronas fog-particles of an order of size 
greater than io~* cm. were in question, beyond which the corona degen- 
erates into a mere fog. 

In a preceding paperf I touched upon the question of the interference of 
coronas due separately to two successive layers of fog-particles normal to 
the line of sight, with each other, but the quantitative relations did not seem 
to be as promisir^ as interferences inferred from the mere thickness of fog- 
particles, already alluded to in comparison with the lamellar grating. 

62. Effect of thickness. Apparatus. — From the point of view of the 
elementary theory the effect of the thickness of the fog-layer should be 
negligible; but it does not by any means follow that this is actually the 
case. In very many experiments with coronas the thickness of the fog- 
layer is not at the observer's disposal or cases of different thicknesses have 
to be compared. Hence the following experiment was devised with the 
object of definitely testing the question : 

In fig. 39 FF' is a cross-section of the fog-chamber, a long rectangular 
trough of wood, cloth-lined and provided with two glass plates g and g' on 
the broad sides of the trough. The pool of water is seen at w. Two mirrors 
M and M', of plate glass, horizontally hinged at k and k' and capable of 
being displaced parallel to their own plane by virtue of the screw-extension 

* See Publication No. 96, Carnegie Institution oE Washington, Part I, 1908; Part 11, 
1910. American Journal of Science, xxtv, pp. 309-31Z, 1907 (cycles of coronas); ihid., 
XXV, p. 224, 190B (axial colore); ibid., xxvii, pp. 73-81. 1909 (merciuy light). 

tC/. Proc, Ana. Phil. Sot, April, 1911. 
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adjustment s and s', are attached parallel to each other. The lower margin 
of M is somewhat above the upper margin of M'. Hence the observer on 
the left of the apparatus (in front) sees the direct rays A A' from the source 
as well as the reflected rays B M M' B' . By properly adjusting the angle 
«, the small round distant source of white light and its image in the mirrors 
{A' and B' respectively) may be made to coincide at the upper edge of 
M'. In such a case the corona due to the direct rays produced by a single 
thickness, ^=15.5 cm., of fog-layer, should exactly coincide with, i.e., be 
the complement of, the coronas due to the reflected rays and produced by 
a triple thickness, ^' = 46. 5 cm., of fog-layer, if the variation of thickness 
in question is without effect. 



Otherwise the coronas should 
be dislocated at the margin 
of the mirrors. 




Fig. 39. — Cross-section of foe-chamber, 
showing path of direct and reflected rays. 



63. Results and summary. 

— These experiments were 
carried through in regular 
series, for the dust nuclei of 
ordinary air as well as for an 
artificial nucleation due to 
phosphorus. The exhaustions 
were made systematically 
every 2 minutes. The co- 
ronas due both to the A rays 
(direct) and the B rays (re- 
flected) were read off as 
quickly as possible, after 
which filtered air was introduced to dispel the coronas by evaporating the 
fog-particles. In this way about 20 coronas were successively compared, 
from the largest easily observable, having an aperture of about 34°, to the 
small ones of vanishing size, the nucleation ranging from about 10' to zero 
(particles per cubic centimeter) and the fog-particles from a diameter of 
about 2 X 10-* cm. to ro~' cm. 

In no case was there any dislocation of coronas, or of color, detected, 
though naturally the coronas in case of reflection from the mirrors were 
somewhat more yellowish in color (due to the reflecting surfaces) and less 
vivid (due to the reflections and greater thickness of fog-layer; for it is 
hardly probable (hat the fog-particles are qiiite of a size) . The continuity 
of corresponding colored rings, however, was exact within the hmits of 
observation. Hence thicknesses of is cm. and over 46 cm. produce identi- 
cal coronas identical in aperture; or the thickness of the cloud-layer is 
without influence on the coronas. 



CHAPTER VIII. 



64. Small fog-chamber. — Tables 19 and ao contain results with excep- 
tionally small fog-chambers in relation to the size of the vacuum-chamber 
and the diameter of the connecting tube. They are compared with the 
data of the smallest of the fog-chambers recently* observed. The dimen- 
sions of the cylindrical chambers of glass were, respectively, length ao cm., 
diameter 6.5 cm. for the pint chamber and length 16 cm,, diameter 11 cm. 
for the quart chamber, both attached to a a-inch brass exhaustion pipe 
15 cm. long. 

Tablb 19.— Small (quart) tog-chamber. /-16 cm.; r-5,5 ci 
tions; vwor nuclei and x-ray effect; barometer 76.40 c 
hausted F. C, 
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The results computed in the usual way are given above, j/30 denoting 
the approximate angular diameter of the coronas, Sp the drop of pressure, 
n the number of nuclei per cubic centimeter in the exhausted fog-chamber. 
The goniometer in this case was a special contrivance shown in fig. 40, in 
which the eye was at the near wall of the fog-chamber and the needles 
for measuring angles beyond the far wall. This makes it possible to use 
small fog-chambers and yet measure large apertures. 

* C/. Publication No. 96, Carnegie Institution of Washington, Part II, {27 el trg,, 1910. 
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The results contained in these tables show curiously enough that for 
smaller exhaustions the small fog-chamber is more efficient than the larger 
fog-chamber (fig. 41), but at larger exhaustions (Sp) the reverse is the case 
(figs. 42 and 43). Similarly, or compatibly 
with this result, ions are more easily caught 
by the small fog-chamber than by the large 
chamber, whereas the finer vapor nuclei are 
more easily caught by the larger chamber. 
In both cases the number caught increases 
with the exhaustion (ip), continually. The 
upper coronas of the pint chamber, however, 
are not brilliant in color and they are diffuse 
in character. The goniometer measurement 
nevertheless shows very definite increase of 
aperture for increased exhaustion, even 
throughout the same color or type of corona. 
It follows, then, that increased exhaustion 
must continually bring down more water, 
even at the highest exhaustion used. The number of nuclei eventually 
caught approaches g million per cubic centimeter. 
The above results are difficult to discuss. It is, however, probable that 




Table 30. — Pint bottle fog-chamber; length 20 cm. (glass*) and 15 cm. brass, radius 
6.5 cm.; cleaned with 17 ei^ustions. Vapor nuclei ioimd in ascending and descend- 
ing erfiaustions; barometer, 75.87 cm. at 27.5°; new (straddling) goniometer, n in 
eiiiausted F. C. 
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as the fog-chamber becomes smallar, the rapidity (£ radiation fmn without 
inward increases conformably with the smaller bulk of air adiabatically 
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Pig. 41. — Number, n, of nuclei per cubic centimeteT, caught at different 
exhauatioiis, in case ot pint and quart fog-chambers. 

cooled by sudden exhaustion; or, other things being equal, that conditions 
favorable to the attainment of a high degree of adiabatic cooling are more 
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ea^ly met, in proportion as a larger bulk of air is cooled. On the other 
hand, however, the increased bulk is more difficult to exhaust with ade- 
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quate rapidity. In case of the quart fc^-chamber in comparison with the 
pint fog-chamber, each with an identical a-inch exhaustion pipe, these 
transitional relations seem to be manifest in the experiments made. 



Fig. 43. — Sudden drop of pressure ^p from total pressure p. 

65. Decay of different sizes of ions. — A second series of experiments 
into which I entered at some length and which, though from the nature 
of the experiment they can not lay claim to a high order of predaon, 
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Fig. 44.^Nuinber of nuclei per cubic centimeter in 
the lapse of time, after cut-ofi of X-radiation, for 
different drops of pressure ^p\ a, vapor nuclei be- 
longing to series I and 3. 

nevertheless lead to very definite results, is contained in tables 21, 22, 
and 23. These ions were produced by X-rays (of moderate intensity) in 
an aluminum-covered fog-chamber with short exposures to an X-ray bulb 
and a glass fog-chamber. The data show that no persistent nuclei of the 
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usual large type are appreciably produced, since if present they require 
almost no supersaturation of tnoist air for condensation. Moreover, the 
vapor nuclei of dust-free wet air are not caught in the presence of ions, 
or else their number is specially deteimined and smaller in comparison 
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Table aa,— Decay of diflerent si 
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with the ions obtained by the X-rays. This premised, the tables give the 
relative drop of pressure ipjp from p, and the lapse of time t between the 
instant the X-radiation is cut off and the instant of the exhaustion made 
to catch ions, together with the number of nuclei, n per cubic centimeter, 
cat^ht. The column r is an estimate of the size of nuclei obtained from the 
drop of pressure hp and b is the rate of decay. 

In table ai, reproduced in fig. 44, the nucleation discovered in dust- 
free wet air at any ip/p in the absence of X-radiation is always relatively 
anall, even at the highest exhaustions made (see points a in figure). 
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• AJmninum screen on. 

Nevertheless, in the first and third series the persistence of ions surviving 
as much as 10 minutes after exposure is remarkably large, as if all nuclei 
(vapor nuclei and ions) were eventually caught together. Series 3 passes 
erratically through a minimum, but nevertheless points to an almost 
indefinite persistence throughout. On the other hand, at the lower exhaus- 
tion, series 2 and 4, the number of nuclei soon vanishes. The rates of 
decay determined by the usual equation 

A i = 6A* or d«/d( = - iw' 
« 

in series 3, however, are usually less than fc = io~*. In series 4 the rate 
would be about b = ^'X.io~*, but too few nuclei are present for certainty 
of measurement. The chief interest lies in series i and 3, showing that at 
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a sufficiently high drop in pressure, if/f = 0.35, the ions produced in dust- 
free moist air by the X-rays decay at phenomenally small rates, or are 
almost indefinitely persistent, whereas larger nuclei decay faster in pro- 
portion to their size. 

Similar facts are brought out by tables 22 and 23, constructed on the 
same plan and showing the drop of pressure &p from the total pressure p, 
from which the radius r of the drop is estimated. The nucleation n is 
given after the lapse of seconds ( since the X-radiation ceased. From this 
the coefficient of decay b is computed. Both tables show that as ip/p 
decreases or r increases, h increases at a rapidly accelerated rate, from 
very small values 6 = 10"^, to enormous values. The small coefficient b 
is less than one-tenth the normal value obtained for ions with the electrom- 
eter (of the order of lo""), while the large values are nearly 50 times the 
normal value. 

The interpretation of these results is made difficult by the variability 
of the X-ray bulb. It is safe to assert, however, that the large ions or 
nuclei produced by the X-rays in dust-free wet air vanish with relatively 
enormous rapidity, whereas the very small nuclei are almost indefinitely 
persistent, and that there is a definite relation between the rate of decay 
and the size of nucleus. If, therefore, we regard these nuclei as water 
droplets of different sizes, evaporation is rapid imtil a limiting diameter 
depending on the intensity of radiation is reached, after which evapora- 
tion nearly ceases. It is also probable, and will be further brought out in 
the next chapter, that the limiting diameter increases with the intensity 
of radiation. If, therefore, as has been supposed, the X-rays produce any 
chemical body which may go into solution, the greater or less abun- 
dance of this body, supplied by greater or less intensity of X-radiation, 
would account for larger or smaller persistent nuclei. The next chapter 
is a further contribution to this question. 



CHAPTER IX. 



on THE PERSISTENT HdCLEI PRODUCED BY THE X-RkYS. 

66. Introductory. — Throughout many of my experiments on condensa- 
tion* and particulariy during the earlier work.t I made use of a fog-chamber 
impregnated, when hot, with a mixture of wax and Burgundy pitch. These 
chambers were usually of an elongated rectangular form, with plates of 
glass on the opposed broad sides, cemented on, while hot, with an inter- 
vening layer of flat cotton wick saturated with the same molten mixtiu^, 
and allowed to cool under pressure. Wooden clamps on the outside are a. 
safeguard against any yielding due to the \'iscosity of the cement. Such 
fog-chambers may be made rigorously tight and they last for years, even 
when charged with water. The coronas are strong (the fog-layers being 
thick), visible without distortion and measurable throughout their extent, 
even when approaching 50' of aperture with a 6-inch stratum of fog- 
particles, or more. 

These fog-chambers have the additional advantage of being exceed- 
ingly pervious to soft X-rays, and hence throughout my work I encountered 
the phenomenon of persistent nucleation, produced in dust-free wet air 
by the X-rays, when acting continuously for a period of minutes. I can 
not but think that the occurrence of persistent nuclei, as an accompani- 
ment of an adequately strong and adequately prolonged X-radiation, are 
an important property of these rays. It would ally them in quality with 
ultra-violet Hght, with which C. T. R. Wilsont and others obtained similar 
results. The present observations would, therefore, have some bearing on 
the probability of the pulse theory, which has recently been put seriously 
on the defensive by Prof. H. Bragg. g 

Again, if it is true that beyond a certain density of ionization (a suffi- 
cient number of ions per cubic centimeter) the ions invariably react on 
each other, or on the wet dust-free medium, to produce permanent nuclei 
of enormous size by any method whatsoever, this fact is itself a result of 
imiiortance. 

Nevertheless, these effects of X-light have not always been taken seri- 
ously. Thus, for instance, Mr. C, T. R. Wilson|| states: " . . . . results, 
obtained with a chamber of wood impregnated with resinous cement and 
not rigorously shielded from all possible direct electrical effects from an 

•Publication No. 6a, Carnegie Institution of Washington, pp. i8-Ji, 1907. 
t Am. Joum. of Sci.,xix, pp. 175-184, 1905; Publication No. 40. Carnegie Institution 
of Washington, pp. 1-16, 1906. 

t C. T. R, Wilson, Phil. Trans., A, vol. 192, pp. 412 el seq. 

i Nature, vol. 8g, p. 491, 1911. 

II C. T. R. Wilson, Nature, vol. 74, p. 6ao, 1906. 
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X-ray bulb placed a few centimeters from it, are not free from ambiguity." 
Criticism of this kind, it seems to me, is quite gratuitous; for it is the first 
thing anybody under such drcumstances would try for himself, viz, to 
see whether discrepancies due to electro-static or other induction or to 
resonance are really absent. To do this it is merely necessary to place a 
tin plate before the bulb, whereupon no persistent nuclei are obtained at all 
comparable with the yield of nuclei thnmgh an identical altiminum plate. 
Naturally I repeatedly shielded the whole apparatus; but apart from this 
Wilson knows, for he made this experiment, as I also did, that a fog- 
chamber damp within shields itself. I doubt whether it need even be 
cloth-lined, as mine always were. Here I would also like to add a word in 
defence of the above type of fog-chamber. If there were within any source 
of nuclei whatsoever, that fact could not escape detection; for the diamber 
must be rigorously and permanently dust-free before any experiments can 
be tried with it. 

Again, in a controversy with G. C. Simpson,* Wilson f remarks: 
It is quite true that spark discharges in air, as well as other ionizing processes which 
are accompanied by chemical effects, do produce large persistent nuclei in addition to 
the ordinary ions ; a lightning-flash would, therefore, almost certainly produce such nuclei. 

As to spark discharge Wilson says {Phil. Trans., I.e., p. 439): " No con- 
densation nuclei were produced except when the point of wire was luminous 
when viewed in the dark." Wilson's evidence is, therefore, in turn ambigu- 
ous as to large nuclei produced from ions, for to draw such an inference 
he should first sift out the metallic particles transferred. Furthermore, 
the action of ultra-violet light, which produces persistent nucleation 
similar in character to that in question, is not a normal ionizing process, 
even if slow-moving ions are produced. So far as I can see, the only unam- 
biguous ionizing process productive of persistent nuclei is given by my 
experiments with X-rays which Wilson has not only not acknowledged, but 
done his best to discredit. It is true that in the meantime E. Barkow.t in 
Professor Richarz's laboratory, succeeded in corroborating the fact that 
persistent nuclei are produced by X-light, but as he worked with an alumi- 
num screened glass fog-chamber, he was obliged to use X-radiation pushed 
to the limit of intensity. 

In view of this unsatisfactory state of the case, I have on two occasions 
incidentally resumed the experiments for persistent nuclei, once about a 
year ago, and again quite recently. I used an ordinary 4-inch spark coil 
energized by 6 or 7 storage cells and a Foucault interrupter. The common 
X-ray bulbs 4 inches in diameter, or even the smaller bulb 3 inches in 
diameter, fimctioned equally well. They were placed above or at the end 
of the long rectangular fog-chamber, the conventional earthed screen of 
tin plate, with a hole in it 4 inches in diameter, covered with aluminum foil, 

* G. C. Simpson, Phil. M^., xvn, p. 619, 1909. 

t C. T. R. Wilson, Phil. \Iag., xvii, pp. 634-641, 1909; cf. 640. 

t E. Barkow, Inaugural Dissertation, Nfarburg, 1906. 
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being interposed for safety. To close this hole with a tin plate, or even a 
glass plate in the case of the coil specified, is to cut off all effects so far as 
the production of persistent nuclei is concerned. Ions, of course, are still 
produced in abundance. The time of exposure was usually about 2 minutes 
and the lapse of time prior to exhaustion thereafter usually i minute. 
As a rule, the exhaustion was such as would not catch ions, so that exhaus- 
tion could be made if necessary even during exposure. 

67. Older series of experiments. — A brief digest may be given of the 
work of last year. The endeavor to further identify the persistent nuclei 
was begun with the nonnal cylindrical glass fog-chamber and the old 
X-ray bulbs Nos. o to 4 heretofore described {Lc). The chamber may be 
cleaned with a rubber probang and the cap is to be earthed. Aluminum 
jackets were provided for the body. No effect was obtainable for exposures 
of a minutes and longer. The chamber was then tested with the walls 
dry, with an absence of earth connection, with aluminum tubes and brass 
tubes within, with long exposures up to s minutes, all to no effect. Per- 
sistent nuclei were not producible. Only once, in a first experiment, with 
the vibrator not quite normal in action, I obtained about 25,000 nuclei 
per cubic centimeter through glass. The experiment could not be repeated. 
Cold bulbs were as inefficient as warm bulbs. The X-ray bulbs were then 
softened till the anodal light appeared and then successively sparked to 
hardness. No effect was observable. Meanwhile all the bulbs showed 
good shadows on a fluorescent screen. 

The small glass fog-chamber was now installed, but no further success 
was obtainable. The failure to obtain persistent nuclei through glass 
contrasts strangely with the marked results obtained on an earlier occa- 
sion.* The difference may be due either to a more efficient bulb, or to a 
thinner fog-chamber used in the latter case. But a full explanation is 
yet to be found. 

Persistent nuclei were not again detected until the wood fog-chamber 
described (45 by 15 by 15 cubic centimeters) was installed, with the X-ray 
bulb at a distance of about D=io cm. above it. Here bulb No. 4, for a 
two-minute exposure and a thirty-second lapse, gave at once 89,000 nuclei 
per cubic centimeter, repeatedly and strong. The wood fog-chamber was 
now encased in aluminum above and with tin plates on the sides and end, 
with an apparently even greater advantage in the production of persistent 
nuclei. Thus, for instance, 165,000 nuclei per cubic centimeter were ob- 
tained, after a lapse of 1 minute succeeding an exposure of 2 minutes ; while 
a tin plate on top (completing the tin case) absolutely removed all action. 
The persistent nuclei are thus due to X-radiation and not to induced or 
Herzian effects. The coronas are characteristic, being heavy with much 
rain, and the second exhaustion, for cleaning, frequently shows larger 

* Publication No. 63, Carnegie Institution of Washington, p. 18, 1907. 
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coronas than the first. Spontaneous generation of nuclei during long 
exposure could not be detected. A trial of the available bulbs under like 
circumstances, for efficiency, showed (« nuclei per cubic centimeter) 

No. o, B-o No. 2, No. 4, n =90,000-165,000 

No. I, n =26.000 No. 3, n = 1,600 

so that only bulbs No. i and No. 4 were good producers of persistent nuclei, 
at a distance of 10 cm. from the fog-chamber. 

Next day, however, the efEect of No. 4, for the same distance, D= 10 
cm., had materially weakened, as if the dampness had penetrated the 
wood until it became all but impervious. The results, for an exposure of 
3 minutes, were, for instance, 

No.O,n = o No. 2, n = i4,ooo No.4,n"6,ooo 

No. I, n-20.000 No. 3, n-o 

No. I with longer exposures, 5 minutes, gave 35,000 nuclei for all lapses 
of time. The further trial to soften No. 3 was ineffectual, and continued 
so after sparking to hardness. In the pursuit of this group of experiments, 
bulbs Nos. I, 3, and 4 gradually became inefficient. Cooling with water, 
variations at the interrupter, etc., did not improve the results. The fog- 
chamber seemed to gradually shut off radiation coming from a distance 
of 10 cm., and the bulbs deteriorated. 

The top of the fog-chamber was now covered with thin aluminum 0.05 
cm. thick and the X-ray bulbs were placed close to it, so that the distance, 
D, was now reduced to zero. The production of persistent nuclei was again 
strong. No. 4 after an exposure of 2 minutes, for instance, showing 46,000 
nuclei, in many successive experiments. Secondary radiation from lead, 
etc., produced no result. 

Summarizing the above experiments, it appears that all bulbs lose the 
power of producing persistent nuclei after continued use. They soon cease 
to penetrate glass or even wood from a distance. Close up to the wood walls, 
however, the effect {through an aluminum screen for safety) is always 
marked. A wood fog-chamber aging in damp air seems to grow continually 
less pervious, or dry wood is superior to damp wood. The test showii^ 
that an aluminum-covered chamber is pervious, whereas a tin-covered 
chamber is not so, is sufficient to guarantee the radiation effect, as compared 
with possible discrepancies due to induction and resonance. So also is 
the difference in the efficiency of btdbs. Secondary radiation is powerless 
to produce persistent nuclei. Spontaneous generation could not be detected 
in these experiments. 

68. Recent experiments.— The two fog-chambers used were of wood. 

No. 1 had just been charged with water; the wood fiber, therefore, was dry 
within, whereas No. 2 had held a chaise of water for about a year and the 
fiber was probably wet. As a result. No. i was found to be much more 
pervious than No. 2. 
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Table 34 gives an exhibit of the results, showing the fog-chamber and 
bulb used, the time of exposure, the time of observation (lapse) after 
exposure, the distance, D, between the outside of the bulb and the fog- 
chamber, the apertures of coronas, s, in the first and second exhaustions, 
and n, the corresponding nucleation. The corona of the first exhaustion 
was usually distorted and not measurable. The fog was allowed to sub- 
side completely, which it did almost at once, after which filtered air was 
introduced and a second identical exhaustion made. These second coronas 
are uniform, and in systematic work the first nucleation may, in a measure, 
be inferred from them. The column marked ions shows the number 
present under a suffidently high exhaustion to catdi them all. In this 
case the exhaustion is made durir^ exposure, because of the rapid decay. 
The remarks refer to the presence or absence of the tin screen placed over 
the aluminum cover between bulb and fog-chamber to cut off radiation, 
to the character of the bulb used, etc. Some comparative experiments 
are made with radium, the available strength of which did not produce 
persistent nuclei. In the following paragraphs I shall give a brief descrip- 
tion of the features of the phenomenon. 
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Table 34 — CoDtinued. 

II, BULB (4") AT END OF FOG-CHAMBER. 

First fog decreases to nothing from bulb to free ead of chamber. 
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III. SMALL BULB (3") No. a. AT END OF FOO-CHAMBER. 



N 


S 


I 21 


3 


I 1 










I 




2 


5 


1 




.... 1 I 


/Glass screen 
115 cm. thick. 




5 


I 


.... 


.... ' I 





IN RELATION TO INTERPEROMETRY. 107 

69. Initial foes. — These are as a rule distorted as heretofore described,* 
and in a long fog-chamber with the bulb near one end they decrease in 
size from this to the other end, which is liable to be free from nuclei. Fre- 
quently, therefore, the nucleation must be estimated from the second c»rona, 
the cloud being precipitated on the nuclei not caught in the first exhaustion. 
The first nucleation may be three or more times larger. 

But it is the whirlwind character of this first fog to which I wish 
chi^y to refer. It is quite dissipated in a relatively short time, precisely 
as if it were under the influence of a point discharge. True, the X-ray 
tube, if in action, is liable to make the surrounding atmosphere strongly 
n^ative; but that any electrification should exist on the fog-chamber, a 
or 4 minutes after exposure, is out of the question. In my apparatus the 
whole is kept permanently earthed through the metallic vacuum-chamber. 
Nevertheless, I most carefully jacketed the fog-chamber with tin during 
exposure, though the effect was obviously nil. I also supposed that the 
ff^-particles precipitated on persistent nuclei might carry charge; but no 
evidence of this could be obtained. The whirlwind is, therefore, probably 
due to gravitational readjustment of very heavy fog-particles, precipitated 
on large persistent nuclei. 

Another characteristic feature observed in the production of persistent 
nuclei is this, that the number per cubic centimeter increases at an acceler- 
ated rate with the time of exposure, for a fixed ionization. In other words, 
the number produced per second by exposure to X-rays increases with the 
number present. The condition is thus an inversion of the case of the decay 
of ions, and it is probable that a similar quadratic law, but with positive 
coefficients, will be applicable. Again, the accelerated production specified 
is sufficient evidence of generation of nuclei within the medium and not at 
the walls of the vessel. 

Compatibly with this result, the number of the persistent nuclei caught 
increases, within certain limits, with the time elapsed after the given 
X-radiation ceases. Thus more are liable to be caught a minutes after 
exposure than i minute after exposure ; and more 4 minutes than a minutes 
after. Observations of this kind were extremely difficult to make in a way 
quite trustworthy, because of the variability of the X-ray bulb, and I 
adduce the mean results of a large number of trials. 

70. Amount of ionization needed to produce persistent nuclei. — The 

ionization, « per cubic centimeter, may be varied by placing the X-ray 
bulb at different distances, D, from the outside of the fog-chamber, and 
estimated at a sufficiently high exhaustion to catch them all, by aid of the 
coronas. The persistent nuclei (n per cubic centimeter) produced in [a 
given time (5 minutes) under the same conditions are determined, in turn, 
by a correspondingly low exhaustion, after the lapse of i minute after 
exposure to the rays. 

• Am. Joum,, xix, pp. 185-194, 1905. 



108 



THE PRODUCTION OP ELLIPTIC INTERFERENCES 



The ionization thus must exceed at least 300,000 per cubic oentizneter 
if a crop o£ persistent nuclei requiring scarcely any supersaturation to 
condense water-vapor is to be observable, within a few minutes of exposure. 
The number of these nuclei found, in view of the distorted coronas, etc., 
is, of course, an estimate; but it is none the less clear that here again the 
rate of production of lar^ persistent nuclei increases at an accelerated 
rate with the ionization. 

One may note that in no case was it possible to obtain persistent nuclei 
on exposure through a glass plate 0.15 cm. thick. This glass plate, in 
case of the coil used, cuts off all influence almost as effectually as tin plate. 
I am at a loss to account for this result, as on an earlier occasion persistent 
nuclei were obtained in abiuidance through glass. The frequency of similar 
results might in fact lead one to suggest the possibility of a special kind of 
X-radiation as the cause of persistent nuclei. 

The radium used was sealed in aluminum tubes, so that chiefly the y 
rays are in question. The available amount of radium in my possession, 
compatibly with the ionization produced, is insufficient to generate per- 
sistent nuclei in any time. It is none the less important to actually 
demonstrate that if the ionization produced by radium is sufficient in 
amount, it will really produce persistent nuclei. Wilson,* indeed, assents 
to this, referrii^ again to the point dischar^. 
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Since there is no evidence that persistent nuclei of the present tjfpe are 
associated with some specific kind of mild radiation, the concliiaon of 
the last chapter, viz, that these nuclei are ultimately solutional nuclei 
and that the solute is produced spontaneously in dust-free wet air by the 
X-rays, is plausible. It is merely necessary to admit that the difference 
in size of the nuclei of the preceding and the present cases is due to the 
greater penetration of X-radiation in the latter; i.e., to the greater 
abundance of the soluble body in question for the case of larger nuclei, 

*". . . that such nuclei should, under appropriate conditions (the occurrence of 
chemical action giving rise to soluble products) grow into larger bodies is what mi^t 
be expected: such a growth has for example been observed in the case of the ions ariaing 
from a point discharge." (Nature, vol. 74, p. 630, 1906.} 
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This explanation fails to account, however, for one essential point: it 
does not easily suggest why the number of persistent nuclei produced per 
cubic centimeter increases at an accelerated rate with the time of exposure to 
X-radiation, caet. par., a fact long since conclusively brought out in my 
earlier reports.* The rate at which persistent nuclei are produced increases 
with the number present, which means that the nuclei or the ions present 
must lake part in the production. If, however, it is granted (as I have 
also shown at length) that the number of nuclei or ions increases in marked 
degree as the lower limit of size diminishes, and (for simplicity) that the 
growth of any nucleus increases directly with the time of exposure to the 
X-rays, then an accelerated increase of persistent nuclei in the same time 
may be predicted. For nuclei in continually increasing number mtist 
fall within the scope of the low exhaustion with which the persistent nuclei 
in question are to be caught. The coarseness and whirlwind character of 
the first corona are evidently pointed in the same direction. 

* Cf. Presidential address, Phys. Review, xxn, pp. 83-1 10, 1906. 



CHAPTER X. 



^IB RECTIFICATIOR OF THE SPECTRmi BY THE AID OF TOTAL REFLEC- 
TION, TOGETHER WITH A COMPUTATION OF THE SHIFT OF ELLIPSES 
IN ELLIPTIC DfTERFBROHETRY. 

71. IntroductMy. — In my work of last year,* the quantity m— X-i; 
(ji index of refraction of glass, X wave-length) occurred in the reductions 
and in the absence of direct data I temporarily made use of the corre- 
sponding quantity computed from standard data for a somewhat similar 
glass. In this way the amount of displacement of the centers of ellipses 
per centimeter of displacement of the micrometer was determined. It must, 
however, frequently be necessary to find d/i/dX from a small piece of glass, 
and I have therefore tested the following method in which a Kohlrausch 
total reflectometer slides along the graduated rail of Rowland's adjustment 
for the grating, as modified for the plate grating by M. Baius and myself.f 

The method is then further modified, in a way that is applicable when 
a glass grating is given for investigation, as in the immediate problem, 
but not otherwise. It admits of some interesting applications, as, for 
instance, to the refraction of the material of film gratings. 

In all cases of solids, the refraction of the more strongly refracting 
liquid in which the solid is submerged must of coiuse be known for all 
wave-lengths; but this is true for carbon disulphide. If the liquid indices 
are not known throughout, in terms of wave-length, they may be deter- 
mined by aid of an air-plate, usir^ virtually the same apparatus and 
method. I shall give examples of all these measurements below. 

72. Apparatus. — In figure 45, AA and BB are the two fixed rails of 
Rowland's adjustment at right aisles to each other, R, joining the verti- 
cal axes at a and p, is the cross-rail, stretching from the slide D.which carries 
the grating g, to the slide C which carries the total reflectometer T. Slides 
C and D move at right angles to each other and the position a: of C is 
measured aloi^ the brass millimeter scale ss by aid of the vernier v. 

The rail BB is further provided with a slide F for the plane mirror wi, 
by which white light is thrown upon the slit c on the slide 5, through the 
condensing lens L'. U is the achromatic coUimating objective and the 
rod k (which may be grasped in front at h when necessary) is adapted for 
clamping 5 and U together at the principal focal distance of the latter. 
The collimator 5L' does not move with D. The grating g, fixed to a hori- 

* Publication No. 149, Camegie Institution of Washington, Part I, ig"- The Pro- 
duction of EUiptic Interferences in Relation to Interferometry. 
t American Journal of Science, xxxi, 191 1, pp. 85-95. 
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zontal disk with a spring and three leveling screws, is securely fastened 
to the table (, which here preferably rotates with the end a of the rod if. 
The grating, in other words, is kept normal to i?, so that the angle of dif- 
fraction is zero, while the angle of incidence alone varies when C passes 
from end to end of AA. If xi and xi measured on s be the positions of C 
for identical lines of the spectrum, 

\/D=ixt-xi)/2R 
where D is the grating space and R the length ap. 




Fig. 45. — Plan ot Rowland mounting, adapted for a 
plate film grating and used for rectification of the 
spectrum of glass, by total refiection. 

The lens L'" on i? is the objective of a telescope which focusses the colored 
image of the slit at the slide C, so that it may there be viewed by an ocular 
preliminarily. The latter is held in a standard placed on the table /' revolv- 
ing on a common axis p with this end of R. When the ocular is replaced 
by the total reflectometer T, of which p is the plate of glass (properly 
centered) to be examined and q the telescope, the weak lens L'" is super- 
fluous; but as a rule it need not be removed and is rather advantageous 
g light when sunlight is not used. 
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When sunlight is used, the lens V" may be moved a trifle backward so 
as to put the colored images of the slit slightly in front of the cylindrical 
glass vessel T of the total reflectometer. If the adjustment is property 
made the lines are adequately visible in the telescope q and the index may 
be found for a given Fraunhofer line without reference to the scale ss. 
Without sunlight the scale ss is essential. Naturally the images seen in 
the telescope are not sharp, inasmuch as the cylindrical mantle of the 
bottle acts as one of the lenses; but they are clear enough for the purpose. 
It is usually more satisfactory, however, to ignore the lines and to deter- 
mine the index of refraction for successive positions x of the carriage C 
on the rail AA, given by the scale ss. 

With the total reflectometer revolvable, as a whole, on its axis, the two 
symmetrical positions of q relative to K give the double angle of total 
reflection, or 2^, for the given liquid (usually carbon disulphide) in which 
the glass plate p is submerged. The graduated circle of the instrument 
with which the telescope q is rigidly connected is available for the measure- 
ment of angles, 

73. Methods. — When the air-plate is used for the measurements of the 
indices of refraction of the liquid, the telescope q is directed along the rail 
K and tipi found by rotating the plate p until the two limits or ends of 
the visible part of the spectrum successively coincide with the cross-hairs. 
The spectrum is usually nearly homogeneous in color; but the ends are 
liable to show interference fringes. Simultaneously the position x of the 
sUde C and the temperatiu^ ( of the liquid are read off. Thus if 

A^("i/sin ipi 
be the index * of the liquid at i, 

A^«-JV.(i + a(i-Jo)) = (i-|-a((-ao))/sin^, 
is the index at ao". For carbon disulphide, at mean temperatures, a = .0008, 
nearly. 

Again, if the glass-plate is now introduced and similar measurements 
ipt, t' be made at x, the index of the plate will be 

M = A^(- sin ip,' = NMsin ifif/(i-^-a{t'—io)) 
or 

M = sin se.-(i -|-a(t-('))/sin ip, 

Two symmetrical sets of values are thus obtained, one for each of the two 
first orders of spectra at Xi and xs on opposed sides of the undeviated white 
ray w. This method does not usually succeed very well, for it presupposes 
that in case of the air-plate and glass-plate, which are successively inserted, 
the total reflection occurs at identical parts of the spectrum for identical 
positions x along the scale s. But supposing the adjustment trustworthy. 
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the wave-length corresponding to any given « is found from the two por- 
tions xi and xt at which the same n occurs, from the equation 
\''D(xt-xi)/aR 

In general it is preferable to use the air-plate first to find the indices of 
refraction of the liquid, if these are not known throi^;hout the spectrum. 
There will thus be given two symmetrical curves for the two first orders 
of spectra, separately. Their distance apart xt—xi for the given values 
of AT determines the wave-length X sought; i.e., if JV is plotted in terms 
of X, the horizontal distance apart of the two curves is the xt—xi which 
determines the wave-length for the index N selected. Hence N is given 
in terms of X and should be reduced to 20°. In case of many liquids, in 
particular carbon disulphide, N is well known in terms of wave-length at 
the outset, so that the air-plate is superfluous. 

The observations with the glass-plate are made in the same way. The 
symmetrical curves for sin pc at t', reduced to sin p' at 20°, as found from 
the two first orders of spectra, are first plotted in terms of x. Hence their 
distance apart for two equal values of sin p' is a^—a:i, from which the wave- 
length X is computed. This datum in turn gives the appropriate (known) 
value N of the index of the Uquid, all at 20°, so that finally 
ti=7Vsinp' 

74. Exaiiq)les. Liquids. — The circle of the Kohlrausch total reflectom- 
eter is only a little over 3 inches in diameter and the reading is just 
within o. i degree of arc. The index of carbon disulphide, moreover, varies, 
relatively speaking, in marked degree with temperature; i.e., a. 0008 per 
degree centigrade. Unless unusual precautions are taken, therefore, one 
can not expect the units of the third place to be quite trustworthy, as it 
corresponds to about 0.07° of arc. The apparatus in my possession was 
an old instrument, and a high order of precision was of secondary interest 
and not attempted. 

1 CS,. Temp. (-33.2°. 
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I will first take the case of an air-plate with carbon disulphide. A film 
of air was inclosed between two small plates of microscope cover-glass by 
cementing them at their edges with glue. In another case, plates of glass 
0.3 centimeter thick were similarly prepared. Examples of the results 

Table a6.^Ait-plate between thick plates of glass in CSi, Temp., t - 18.3°. 



are given in tables 25 ^"^^ ^6. In each table the position x of the total 
reflectometer on the rail AA is given, together with the corresponding 
angle of total reflection f>,, of the air-plate and the value of Nk reduced to 




X'J J 8^ 9p ^ 

'' M=46 48 STR M 5fi 58 60 ^6+ 

Fig. 46. — Graphs showing indei of refraction o' CS, for (a) different 
positions, X, of air-plate on graduated rail, and (6) different wave- 
lengths. 

The curves, figs. 46(a) and 47(a), show the value of Nw in terms of x. 
These curves should be quite symmetrical to the vertical, so that for any 
height Nk, ixi+xi)/2 is constant. 
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Similarly a given horizontal N^ detennines the values xa—Xi for the 
computation of the wave-length X. ITie film of the gratii^ had nominally 
15,050 lines to the inch and the obUqne rail R was 169.4 cm. long. Hence 

X= ^ ^~^t V . =4.g8Xio-'(.x,-xi) 

1S.0S0X.3937X2X169.4 

These values xt, xi, X, and Nm are also given in tables 25 and 26, for the 
successive values of Nm used, and figs. 46(6) and 47(6) show the corre- 
sponding dispersion curves for carbon disulphide at 20°, resulting. 




Fig. 47. — Graphs showing indei of refraction of CS, for (o) difierent positions, x, of air- 
plate on graduated rail, and (b) different wave-lengths. 

The curves for iVm in terms of X, both for thick and for thin glass-plates 
holding the air-plate between them, are systematically above the standard 
values given by Kohlrausch.* The difference is a to 3 units in the third 
place, which would be equivalent to 2.5° in temperature, or about 0.06° 
of angle at the vernier, or else to some systematic error or to an actual 
difference in composition of the liquid. I did not consider it worth while 
to seek for the cause of this constant systematic difference of absolute 
results, seeing that the differential coefficients of the curves figs. 46(6) and 
47(6) would be correctly given, and these are chiefly in question. 

75. Exanqrles. Solids. — The treatment of a solid medium is similar, 
except that the total reflections are observed by reflected light. If the data 
for carbon disulphide be taken at 20' 

M = A''io(i-a(( — 20)) sins? 
* Kohlrausch, Lehrbuch der Praktischen Physik, p. 713, 1910. 
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Tables 27 and sS contain the data for a:, ip, and(i — a((— ao))sin v. which 
refers the case to 20°. Figures 48(0) and 49(0) show the values of the 
corrected sin v in terms of x. The curves, as they should be, are nearly 
symmetrical to the vertical or {a;i4-»i)/z is nearly constant for the same 

sine. 
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If now the distance apart of equal values of the reduced sin p be taken, 
i.e., if x\—x\ be found for nearly equal increments of sin^, the former 
values determine \, from which the corresponding Nva for carbon disulphide 
is foimd in turn. 

In this way the data for the values of m to be computed are found, and 
H may now be expressed in terms of the X used. Tables 27 and 28 also 
contain xx—x\,\,Nia. for carbon disulphide, taken from Kohlrausch's 
tables, and « for the glass. Figs. 48(6) and 49(6) show the final dispersion 
curves, index of refraction « varying with wave-length X for the glass of 
the grating. The constants of these curves will be computed below and 
their character will then appear. 
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Fig. 48. — a, graphs showing refraction of glass submerged inCS,for different positions 
of totally reflecting plate on graduated rail; b, disperaon curves for glass plate of 
grating. 
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Pio. 49. — a, graphs shomng refraction of glass submerged in CS, for different positions 
of totally reflecting plate on graduated rail; b, dispersion curves for glass plate of 
grating. 
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76. Indqwiideot measureineats. — ^As an example of coordinated woiic, 
in which the index of the Uquid and of the solid are simultaneously found, 
the followii^ experiment may be cited. The air-plate was inclosed between 
two thin plates of microscope cover-glass. In such a case the limits of total 
reflection are determinable both for the reflected rays and for the trans- 
mitted rays. The angle ip in the former case gives the index of refraction 
« of the glass, in relation to the liquid (carbon disulphide), since 

H=Nsin V 

whereas the angle ^ in the latter case gives the index of the liquid alone, or 

JV=i/sin«ig 
Hence 

H = sin ^/sin •po 

needing no correction for temperature. 

In an experiment made at 18.3" with the plate of microscope glass in 
question inclosing the air-film, <p= 68.90" and v* = 38.02°, whence n = 1.5198. 
Using ^ = 68.90" as found and the tabulated data for carbon disulphide 
from Kohlrausch, N=\ .6291 , m = 1.5199, which happens to agree accurately 
with the preceding n. 

77. Prism (liquid CSs) and submerged grating. — The present method 
for the above purpose makes use of the grating directly. This is inclosed 
in a suitable closed trough, preferably triangular in form, with windows 
of plate-glass and filled with carbon disulphide. If the grating is mounted 
with its ruled face coinciding with the axis of rotation, as in Kohlrausch's 
total reflectometer, the angle of total reflection may be measured in all 
parts of the spectrum. The Fraunhofer lines which are simultaneously 
in focus are used for reference in succession. Parallel rays of sunlight 
from a collimator are thrown into one face of the liquid prism, normally 
to its plane. They emerge at the other face. The undeviated rays are 
ignored, while the telescope is directed toward the first order of diffrac- 
tion spectra, this emergence also being not far from normal. Like the 
first order of spectra, the second and third orders may often be used 
with advantage, the limit of total reflection being identical in all spectra 
on the same side of the undeviated ray. Fig. 50 shows the details of the 
apparatus. ABC is an equilateral hollow prism of wood, dosed above 
and below, but provided with the plate-glass windows o, h, c. The whole 
interior, except the plate, is thoroughly coated with a thin layer of glue, 
which renders it impervious to carbon disulphide. The windows also are 
glued into place, while the top is merely screwed down and therefore 
removable. This is, moreover, centrally perforated, to receive a brass 
tube 1.35 inches in diameter, which carries the graduated circle ee, the 
alidade, and the axial clutches of the total reflectometer. The telescope 
7* is fixed to ee by an arm (not shown), so that T, ee, ABC make a rigid 
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system. To introduce lai^ objects like the grating, the whole top is re- 
moved. Small objects may be introduced through the tube, as in Kohl- 
rausch's instrument. 

Figure 50 shows an adjustment made under conditions of total reflection, 
i. is a beam of white sunlight, entering nearly normally to o, totally re- 
flected at d from the plate-glass grating p, ruled on the front face, and 
emerging obliquely at R. This is the undeviated beam. The first order 
of spectrum emerges at D, also nearly normal to the plate c, and is seen 
in the telescope T. The second and third orders of spectra appear to the 




Fig. 50. — Hollow prism of wood with gl 



for totol 



left of D, in succession. The spectra on the other side of R are not usually 
available. Moreover, the reading of these would be different than the read- 
ing for the case where the angle of diffraction 9 is smaller than the angle 
of incidence i. 

The limit of total reflection moves through the spectrum both with the 
rotation of the prism as a whole (which must therefore be on an axle) 
and with the independent rotation of the plate p, actuated by the alidade 
rotating within ee. In the definite adjustment this limit must coincide 
both with the spectrum line X for which h is to be found, and with the cross- 
hairs of the telescope T. Three Unes, in other words, are to be brought 
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into coincidence; but after a little practice this succeeds fairly well, unless 
the limit of total reflection is too faint. As a rule, since T rotates with the 
prism, if the limit of total reflection is put on the cross-hairs in any part 
of the spectrum, it will remain there on rotating the alidade till the 
spectrum line selected is brought to the same coincidence by turning the 
alidade. The adjustment is then repeated in succession for greater 
precision. 

After taking the reading for the position in figure, the light is introduced 
through b and the symmetrical position of p found. The difference in 
ai^ular reading is the double ai^le of total reflection, ap. The adjustment 
in the first spectrum holds equally for the second and third orders, and it 
is in the latter that the phenomenon is liable to be particularly clear and 
the adjustment correspondingly precise. The beam of white light should 
illuminate the whole grating whose ruled face is very nearly on the axis 
of rotation d of the alidade. Sunlight is essential for these measurements, 
since the spectrum lines are to be used. This was not of course necessary 
in the preceding paragraph. 

The following example of results obtained in this way may be given: 







Table 


9- 




Line. 


2^ 


( 


1.5244 


from figs, 

48(6) and 

49(6) 1 


D 
E 


138-28° 
136.53° 


19,0° 
18.7° 


1 1.5240 I 

L 1.5250 1 



which is practical coincidence within the errors of observation and thus 
verifies the above work as a whole. 



78. The dispersion constants of the glass of the grating. — To reduce 
these data for practical purposes it will be sufficient within the range and 
relatively to the precision of observations to assume the simplified form of 
Cauchy's equation, 

if tiE is the index for the E line and \e its wave-length 

firom which B may be computed for each pair of values of « and X. The 
results are given in table 30. B was found separately from each of the curves 
(figs. 48(6) and 49(6)). The \'alues of k— me and X are chosen as near the 
observations as possible. 
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The results for n— he agree as well with the observed data as the small 
instrument used can warrant. The two groups show a displacement with 
reference to each other which is probably due to temperature. A few 
outstanding larger differences are errors, since they occur irregularly. 
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From table 30 the value of the differential coefficient 
dn 2B 



dK 



X" 



may also be obtained for any wave-length X. This and the corresponding 
value* of 

'-'■ax- 



-"+; 



needed in the reduction of the observations of the earlier paperf will be 
computed by accepting the mean value SXio" = o.48- 

79. Computation of the shift of centers in elliptic interferometry. — 

In the precedi:^ report.t I showed that the path difEerence, y, correspond- 
ing to the centers of ellipses throughout the spectrum is 

<■) 

where e is the thickness of the glass and ti its index of refraction, for any 
given color of wave-length X. R is the corresponding angle of refraction 
for light incidence at an angle I, or sin / = /i sin R. In the former experi- 
ment / = 45°. In view of the obHque position of the grating, however, the 
micrometer motion A'' of the opaque mirror introduces an additional 
displacement. Let N be the coordinate for this mirror. Then 



'-^r{''-'^-£) 



A^ = y — e M sin ,R tan i?. 



(") 



Hence the readings of the micrometer are determined by (subscripts c 
referring to centers of ellipses) 



• The symbol it for index of refraction is resumed throughout the following paragrapba. 

t Publication No. 149, Carnegie Institution of Washington, 1911, p. 69. 

X Publication No. 149, Carnegie Institution of Washington, S44, p. 66 «< seq., 191 1. 
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For the present purpose it is sufficient to assume 

and to take the E line as a standard of reference, whence 



Table 31, then, gives an exhibition of the quantities here in question, com- 
puted both for light crown glass, io"S = 0.456, in accordance with the data 
for li and X given in Kohlrausch's tables, and for the glass of the grating 
actually used, io">B = 0.48, as measured in the above paragraphs. Ay, and 
&Nc refer to distances from the value corresponding to the E line. Nc, y,, 
and X are in centimeters and the angle of incidence is 45°. 

Table 31. — Light crown glass. io'XF=5i.70. io"B=o.^s^. Computed values of 



, «■ 

(If /<&. . 



Ay*. 



, 65.63 

3 I 1.5128 
I 27° 52' 
322 , 62 



58.93 
I 5152 
27 49 
445 62 

I. 1853 

93'5 

-.0075 



27° 45' 
I , 1920 



I 48.61 
' "5314 

I 27" 41" 

793-96 

t ; I . 1981 

( ! 94.S6 

r ' +.0066 



1.5367 
27 35 
1140,64 

1.2091 



Plate glass of the grating. io'X£=5J.70. io"'B-o.48. 



80 48.61 ' 43.08 

. . 525a I 5170 1.5326 

... 27 37.5 I 37° 37' 27*34' 27' 27.3 

■469,08 655,90 '690.68 835,76 1100.70 

.1841 1. 1890' 1.102 1. 1980 I.3025I I.1I40 

.OI2II —.0072 .0 +.0018 +.0063: +.0178 

■9309 .9367, -9447 9464 -9516 .9643 

.0138 —.0080 .0 , +0017 +.0069 +.0196 



68.70 65.63 ! 58.93 ' 53.70 ; 

1.5179 1.5179 1 5205 1.5240 
27° 46' 27° 46' -''' " ■'^ --" - -' 
39607 339 60 



Measurements of Nc were now made with the aid of a Fraunhofer 
micrometer reading to a few ten thousandths of a centimeter. The opaque 
mirror was adjustably mounted on a slide and moved normally to itself, 
in order to put the centers of ellipses successively in coincidence with the 
B, C, D, etc., lines of the spectrum. At each coincidence a reading was 
made, care being taken to proceed in one direction only. As there are 
four spectra more or less in coincidence, it is easily possible to select the 
wrong line. By temporarily screening off the reflection from one mirror, 
however, and then marking the line desired of the remaining pair by the 
cross-hairs of the telescope, mistakes are usually avoidable. In the extreme 
blue and red it is often difficult to see the lines clearly in the superimposed 
spectra, so that the data for the B and G lines are not quite so trustworthy. 
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In fact, the ellipses come out sharpest when but a narrow strip of the grating 
is used; whereas the resolving power of the grating or general sharpness 
of lines increases with the breadth of the grating. If the whole grating is 
used {an intense spot of sunlight focussed on the slit) the adjustment must 
be very perfect and the surfaces quite true to bring out the ellipses; this is 
not the case if parallel rays fall on the slit and the whole divergence in the 
collimator is due to the diffraction of the slit. With optical plate-glass 
none of these difficulties would appear. 
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Fig. 51. — Graphs showing displacement of opaque mirror 
(micrometer motion) to place center of ellipses in different 
parts of spectrum, for case of different angles of incidence, /. 

Apart from drawbacks of this nature, which require patience for their 
removal, the measurements are quite satisfactory as a whole, as may be 
seen in fig. si(a). 

In table 32 I have given the observed results, N't being the arbitrary 
drum-reading of the micrometer and its equivalent in centimeters, from 
which ^c = N'c—{N'c)s is deduced, relatively to the position {N'c)z corre- 
sponding to the E line. Different values of (iV',)E in the two series of fig. 
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Si(o) are due to the backlash in the micrometer, as the mirror tra\'eled 
in opposed directions in these cases. 

In the last two colimms of table 3 2 the observed mean data are compared 
with the computed data for ^, in table 3 1 . The results are practically 



!Lm. 


, '^^ \i^ 


^' ^^' 


Drum 


N'^ \ .„ i Mean 1 Mean 


i B... 


.68.701 18.6 


0093 ~o.oi6j 


9.6 


0048 — 0.0157I —0.0160 —0.0159 




. 6s 






0115'- .0144 






0072 — 




SK: 


■X 




■ SH 


93 34 




0173, — ,008s 


2S 


s 


0127I - 


0078; - 




. SJ 


70 ., 




0S55j .0 






0205 








b,. 


. SI 


80 53 


T 


0267J + .001a' 43 


6 




0013' + 


OOTS + 


0017 


1 *'■■ 


,.48 


61 6S 




o3JSi + -0070 54 


4 


027a + 


0067 + 


OQ69 + 


O06Q 




.[43 


08, 92 


4 


0462 + .0207 




7 


0404 + 


0199 + 


0203 1 + 


0196 



coincident, except at the G line, where the ellipses were too dark to be seen 
distinctly. Hence equation (3) for A't may be accepted as correct. It we 
write it 

4') 



and put »»'=(u*— sin^/, a;=log n, the equation becomes 



(4) 



N,~e\ 



{-a 



<s) 



On integration and reduction this may be written 

eit cosR = \ {C-f iVcdXA') (6) 

where C is a constant of integration. Unfortunately equation (6) is too 
complicated for the computation of ii when N, is observed in terms of X 
throughout the spectrum; for the reference to the standard E line gives 
(sin / = constant) 

I ',J-^I/\- V>E"-sin'7/XE= -^-f^ANc'^ (7) 

If, however, / is very small, or R = o, 



\ Xe e-f 



d\ 



(8) 



Let j;i=5(i/X'— i/X*e) as above. Then either equation (3) or equation 
(8) for/ = o, leads to 

(AiV.)o-(N.-NE)o=3f5 (i/X'-i/XV (9) 

Tliis equation is to be tested in the following paragraph. 



whence 
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In conclusion, the effect of a change of the angle of incidence / on N, 
may be added. Since 

Nc=eii cos R+se B/\* cos R 

dNcfdI = {dNJdR) (_dR/dI)=N,sin2l/3 (/.'-sinV) 
dNc/dl 
is zero when I = o° and I = go° while at 45° 

{dNc/dI)„ = N./{2^^-i) 

or the intermediate values are significant. The effect of 7? is thus marked 
for intermediate angles between 0° and go". 

80. Continued. Case of 1=0°.— The limiting values of / in equation 
(7) are interesting. They correspond to the fonn of interferometer ap- 
proached in figure 52, where gg is the face of the grating, / the incident 
ray, M and A^ the two opaque mirrors symmetrically inclined relatively 
to the gratii^. Rays R are refracted and rays D are diffracted. In figure 
$3 the spectra on the left of J? are also available; but they are often com- 
plicated with the orders of spectra of the undeviated ray before it has 




Fig. 52. — Adjustment for elliptic interference, in c 
Fig, 53. — Adjustment for elliptic interference, i" '• 

been reflected. To avoid these, one shotild observe between the spectra 
of the non-reflected ray, or else in the region of non-reflected spectra of 
the third or higher orders, as these are too faint to interfere with the 
reflected spectra. They often advantageously supply fixed lines in the 
spectrum when arc light is used. 

To realize the condition of small angle, a collimator / and the mirror 
N (micrometer movable parallel to itself) were fixed on the edge of the 
spectrometer plate, diametrically opposite to each other. The mirror M, 
the gratii^ gg, and the telescope sARorD were revolvable around the axis 
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of the spectrometer. Grating and mirrors could be clamped. With such 
an adjustment all values of /, in fact, may be tested between about lo" 
and So", smaller and larger angles being excluded, because of the lateral 
dimensions of the apparatus and mounting. 

The present method of interference is often «tceedii^ly convenient, 
inasmuch as the telescope at R is almost in contact with the micrometer 
at A^, which may therefore be manipulated with ease By the observer. A 
typical form of instrument will be described below in § 83 . 

The endeavor may now be made to compute B from the shift of ellipses 
as su^ested in the preceding equation (9) or 



If we compute /3 in 






from the observed value of ANc, the mean value for the B, C, D, F, G lines 
is found to be 3=0.975X10"'". Since e=o.68 cm. and 5 = 0.48X10"'" in 
table 30, 3eS= io~'*'Xo.979, which agrees very nicely with the computed 
value of (3 just stated, particularly in view of the fact that / is not yet 
qtute zero. 

Table 33 contains data computed for y, and Nc, etc., in case of 1=1^" 
and the glass of the grating (SXio"'=o.48) 



Table 33. — Computed valuesof yg and /i^o when /— 17°. Bxio'°=o.48, 
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Table 34. — Observed values of ^Nr- I = t 
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&N,obs. 
iW.comp 


68.70 1 65.63 
41-9 i 46-3 

.0210 .0233 
-.0138 -.0116 
33-6 , 39.4 

.0168 .0197 
-.0147 -.0118 
39-3 i 44-3 

.0197 .0222 
-.0140, -oiiS 

— .0142 —.0116 
-.0142I -.0123 


58.93 52.70 i 5'. 80 
6.2 1 .... 22-3 
.0281 ! .0348 .0362 

— ,0067 .0 +.0014 
49-2 .... ' 15.8 

.0246 .0315 .0329 

— .0069 .0 1 +.0014 
4 3 . i 20 3 

.0272 .0337 ! .0351 
—.0065 .0 . +.0014 

— .0067 .0 1 +.0014 

— .0073 .0 +.0016 


48.61 
31 9 

.0410 
+ .0062 
25.1 ^ 

.0376 
+ .0061 
30.0 

+ ^0063 

+ .0062 
+ .0063 


43-08 
50 
.0535 

.0490 

-0509 
+ .0173 

+ .0175 
+ .0178 
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Table 34 shows the observed results. Fig. 51(6) (upper curve, marked 
17°) distributes the observations on the computed curve for ANc, when 
^Nc for the E line is zero. Table 34 also contains the mean of the observed 
results, compared with the computed results for the same 1=17°, in table 
33. The agreement is not quite as good as in table 32, the impression 
being that some of the lines (C, D) have been mistaken in the observed 
work or located in the wrong spectrum. But the general order of values 
for the small value of R is well brought out. 



81. Case of 1 = 90° nearly. — The further case of interest corresponds 
to fig. S3i where the angle 1 = 72° and as large as it could be made in the 
given spectrometer. The observations for JV'c are given in table 33, N'. 
beii^ taken from an arbitrary aero on the drtun of the micrometer and 
(owii^ to backlash as before) the zero chaises by a fixed amount with 
the direction of the rotation. The spectra were very fine and sharp, but 
too dark at the violet end and red end. 

Table 35. — Observed values of diVo- 1—72". 



Lines. 


B 


c 


D ] E 


b 


P 


G 


iCX 

Jtf'o drum. 

iiV, 

JV', dram, 
itf'.cm... 

!>.K 

Mean: 
4iV,obs.. 
4/i?BComp. 


68.70 
8a. 2 
.0411 

--OI86 
-.0177 


65.63 

75-6 

.0378 
-.0156 
83.8^ 

.0419 
-.0156 


.0312 

— .0090 

70.4 

-:SS 

— .0090 

— .0091 


52-70 

44-4 

52.5 , 
.0263 


51.80 
41.5 ^ 

.0208 
+ .0014 
49.5 

.0248 
+ .0015 

+ .0015 
+ .0020 


48.61 
30.4 

.0152 
+ .0070 
36.2 

.0181 
+ .0082 

+ .0076 

+ .0077 


43-08 1 
1'4 1 
.0007 1 

+.0215 : 

5-4 ' 

+ .0225 , 
+ .0222 ; 



Table 36. — Computed values of ye and ^i, when /-72°. BXio"- 


■0.48. 


Lines. 


B 


c 


D 


E ; b 1 F 


G 


XXio'... 

il^lSK. . . . 
><: 

aA 


68.70 

296.07 

I. 3421 

-.0141 

.8222 

--OI77 


65-63 

339-60 

.8238 
- .0161 


58.93 
I -520s 

—.006c 

.8308 

— .0091 


52.70 

38'-r/ 

655.90 
1-3562 

:8399 


51. So 48.61 
38"-f4''l 38--i1?° 

690.68 835.76 

1.35781 1.3625 

+ .0016 -f.0062 

.8419 .8476 

+ .0020 +.0077 


43.08 
3S"'2r 

+ .0176 

.6621 

+ .0232 



The computed values of yc and Nc are given in full in table 36 and AiVe 
computed is also inserted in the last line of table 35. The agreement 
of observed and computed is satisfactory so far as the observations as a 
whole are concerned. Certain lines are more discrepant than others, but 
the errors are irregular. 

The computed graph with the observations located with reference to 
it is given in fig. 51(b) on the curve marked 72°. The two curves together 
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indicate the change of sensitiveness on passing from a very small to a 
very large angle, the slope of the curve, fig. 53, where / = 4S° being inter- 
mediate. The method of interference given in figure 53 is very useful 
when observations are made with polarized light (as in the examination of 
doubly refracting media) and the observer finds it convenient to be near 
the polarizer at the slit. 

82. Summary. — I conclude, therefore, that the observations made at 
angles of incidence 1=45°, 17°, 72°, have verified the equation 



N, 



't=ecosR(ii ,-„ —)=£ cos R{ti+., — ,-^) 

\ cos' R d\/ \ X* cos' R/ 



Nc=e^cosR -p-v =ecosR (n+2B/a3s^ R) 



for the shift of the centers of the ellipses satisfactorily. To restore the 
ellipses from one spectrum line to another is equivalent to a motion of 
the micrometer over Nc— jV', = AA^c. This constitutes a second method 
of interferometry of relatively low sensitiveness, i.e., a coarse adjustment 
on the number of fringes which pass a given spectrum line. Per frii^e or 
per vanishing ring, obviously, the displacement of the mirror on the microm- 
eter will be a half wave-length of the part of the spectrum in question. 

83. Apparatus. — Interferometry by displacement has an advantage, 
inasmuch as the observer never loses the ellipses, even when the displace- 
ment is sudden. Their center may always be brought back again to a 
given spectrum line by the micrometer. Moreover, since 

sRdX 

where A''* is the reduced micrometer reading, e the thickness, jn the index 
of refraction of the glass-plate of the grating for the wave-length X, R the 
angle of refraction, and where /i = -4-)-S, X^, the sensitiveness may be 
regulated by decreasing the thickness of the grating, e, by aid of a com- 
pensator of thickness e'. For the virtual thickness is now e—e'. Hence, 
since for radial motion the sensitiveness per fringe across any given Fraun- 
hofer line is 

dN/dn = \/2 

this may be combined with the shift of ellipses controlled by Nc, in any 
ratio. The limit of this procedure is conditioned by the size of the ellipses 
ortheavailablesizeof the field of the telescope, since when e—e' approaches 
zero the ellipses become enormous. 

Furthermore, it has been shown in the report cited* that the quantity 
dii/d\ occurring in the value of Nc may be computed preliminarily from 
observations of ANc = Nc—N'c, between definite Fraunhofer lines, partic- 
ularly when the angles of incidence / and of refraction R are small. In 
such a case the constant 3^5=^ nearly, where (/ = o) 

Aa* = B(i/X*-i/X'e),AA^<=3(i/X'-i/X'e) 
* Publication No. 149, Carnegie Institution of Washington, (44, 1911. 
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Finally, if AN is the motion of the micrometer to bring the center of 
ellipses back to a given line 

iN=(n-i)e' 

where e' is the thickness of the compensator. If e' is large one may expect 
to distinguish between the indices of refraction of a birefringent crystal, 
when the source of hght is polarized. Again, when the arms or the inter- 
fering beams of Uglit are long, the index of refraction of a gas and its rela- 
tion to pressure and temperature are accurately determinable. 

In view of these advantages among others I have constructed a definite 
form of apparatus for elliptic interferometry, specially adapted for general 
observations, such for instance as I have in view with fog-particles. The 




Fig. 54.— Plan of displ; 



apparatus is to be light, portable, rigid, with relatively long distance 
between the opaque orthogonal mirrors M and JV and the oblique mirror or 
grating, as well as height of mirrors above the arms, and with an easy 
adjustment for different angles of incidence /, large and small. As shown 
in figs. 54, 55, and 56, the distance between the center and either remote 
mirror is about 3 s cm. It may easily be enlarged many times beyond this. 
The angles of incidence /=is°, 45°, and 75", are available at once for 
the given braces, though of course other angles may be used. 

The long arms and feet of the apparatus, which in general form is nat- 
urally much like a spectrometer, are made of Ji-inch gas-pipe, and the braces 
are heavy strips of tin-plate, bent so as to be U-shaped in cross-section, 
much like umbrella steel, with the ends bolted down. In the drawing 
(of which fig. S4 is the plan and fig. 55 the elevation) the axles are cylin- 
dric or slightly conical. In my own apparatus sufficient rotation, 180°, 
of the parts was secured by ordinary well-cut gas-pipe screws. 
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The tripod (figs. 54 and 55) carries a standard Q of ?^inch gas-pipe, 
which is secured snugly by the cross-couplit^ R. From this the horizontal 
rigid arms a and c lead respectively to the collimator A and to the slide 
micrometer C and they are screwed into R parallel to the plane of fig. 55. 
The arm e which carries the telescope E must be revolvable around Q. a 
wide axle PP" and braces 6' diverging as they approach Q sufBdng for the 
purpose. The telescope is used for reading only and need not be clamped. 
It must, however, be quite firm so as not to shake the instrument. 

The long arms of gas-pipe (a, c, d, e) are not only convenient for the 
attacdunent, by ordinary clamps, of objects to be examined, but they 
admit of a circulation of cold water {constant temperature), entering or 
leavii^ at the feet, so that the lengths of arms are invariable, whatever 
be the temperature of the environment of air. 




Fig. 55.^ — Elevation of displacement interferometer. 

The standard Q is prolonged above the cross-coupling R as shown at ; 
and the graduated plate at K (for measuring the angle of incidence /) 
rotates around Q prolonged. The plate may be clamped by the set-screw ;'. 
Radially to K, the lateral arm d is bolted below the plate at /. D carries 
the opaque mirror A'^, which thus rotates around Q with K. 

The adjustment chosen is such that the parts M, A^, the gratii^ G, the 
telescope E, and the collimator A may be displaced upward several inches, 
in the clear. It is thus possible, for instance, to place the fog-chamber 
between MG or NG. 

The inside of ; or Q prolonged is ground and receives the hollow cylin- 
drical plug i of the table / and this may be clamped by the set-screws i'. 

Upon / stands the grating G secured by the screw g to the ring-shaped 
support H which reposes in an annular gutter in / on three leveling screws. 
Moreover, a spiral spring (not shown) in the inside of the hollow conical 
tube ( pulls down the ring H firmly upon /, so that nothing is liable to 
fall on transportation. The ruled surface of the grating G is toward the 
light or collimator A and in the axis of rotation. The adjustment need 
not be very accurate. The rulings are parallel to the sBt. 
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Certain details of the parts of the apparatus may now be pointed out. 
The collimator A may be raised or lowered on its vertical stem or clamped 
in any position by aid of the wing-nut, a', on a longitudinally split tube. 
It may also be slightly inclined to the horizontal, either by the hinge 
indicated in the figure or by the special device shown in fig. 56, where the 
telescope or collimator reposes on Y's made of strips of elastic brass aa. 
These are so adjusted that the end of T at a' is naturally higher than at a. 
The ring b and the thumbscrew c then lower this end against the upward 
pressure of all the springs. Reading telescopes so mounted are firm and 
the device is very convenient if a slight inclination is to be imparted. They 
are removed by loosening c. 

The tube a ends on the left in the cross-coupling, which also admits the 
adjustable standard a!" and affords an attachment for the braces bb (U- 
shaped in section), the other ends of which are bolted down to the nearer 
feet of the tripod. Thus A is held sufficiently rigid by the braced system 
aa' bb. An inch or a ?i-inch objective and a 6-inch focus is sufficient and 
by reason of its lightness perhaps preferable to a larger and heavier tube. 
The slit may usually be opened about 0.5 nun. 

6 



« J 2" 



T 



In a similar way steadiness, elevation, and inclination of the telescope 
E are secured, the tubes e and e* (adjustable foot) and the braces b' termi- 
nating in the cross-coupling e' as has been suggested. An inch objective 
and a 6-inch focus is adequate. Cross-hairs are convenient but not neces- 
sary, as the spectrum lines are available when sunlight is used. If the arc 
light is used, strong sodium Unes are usually in the field with the spectrum. 

The opaque mirror M is controlled by three leveling screws (horizontal 
and vertical axes) and a suitable spring in the capsule D. It is adjusted 
vertically like the telescope and kept firm by the tubes d and d' (adjustable 
foot) and braces b'b', all parts meeting at the cross-coupling d'. The 
braces b'b' are of equal lei^h. Hence they may be bolted down to two 
of the feet of the tripod in succession, while the tube d together with the 
plate K take the three positions at 30°, 90°, and 150° to the rod a. The 
grating G does not turn with K, but must be specially adjusted to corre- 
sponding angles of 15", 45°, and 75°, as easily determined by the refiected 
rays. 

Finally, the slide micrometer is sustained by the tubes c and c" (adjust* 
able foot) and the braces M, all parts meetii^ in the cross-coupling c'. 
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The latter carries the table L, to which the slide micrometer C with its 
drum at F is bolted down. A'' is the opaque mirror adjusted by three 
levelii^ screws and a spring (horizontal and vertical axes) within the cap- 
sule B. The slide should have from i inch to 2 inches of clear play and its 
displacements should be determinable to about o.oooi cm. The opaque 
mirrors M and N may both be silvered on the back. They thus last 
indefinitely. 

Since the telescope E rotates both around its own axis e" and around the 
standard Q, elaborate centering of the gratii^ G is not usually necessary. 
The latter is mounted between strips of cardboard or wood and seciu^d 
by the screw g, the brass clutches being about twice as far apart as the 
thickness of the grating. In other words, the grating may be slightly moved 
in a direction normal to itself. 

To adjust the parts, sunlight (preferably) is passed into the widened 
slit of the collimator, in a dark room, so that the spots falhng on the mirrors 
M and N (the grating being suitably turned) and on the objective of the 
telescope E are seen and the different reflected images brought nearly into 
coincidence. A further adjustment is then made through the telescope E, 
two of the usual four images of the slit (now narrowed) being placed in 
coincidence horizontally and vertically by manipulating the leveling ■ 
screws on B. Specks of dust, or nicks in the slit, greatly facilitate this 
adjustment. The telescope is then turned to the diffraction spectrum, 
preferably of the first order, and the drum actuated till the interferences 
appear. Naturally the distances GN and GM are to be approximately 
equal to begin with. The solitary ellipses are best for general purposes, 
and they usually correspond to undeviated yellowish and bluish single- 
slit images. The multiple-slit image is to be avoided. If the rings are 
not quite centered in the spectrum, they may be made so by cautiously 
adjusting the screws at B, which tip the mirror about a horizontal axis. 
The telescope should be moved with its foot sliding on a plane. The 
three possible positions of the mirror N (positive uncompensated, self- 
compensated, negatively uncompensated) are about i cm. apart on the 
micrometer, for a plate of glass 0.68 cm. thick. When the arc lamp is used 
the accentuated sodium lines in the spectrum may be used in place of the 
white undeviated images of the slit, both for adjustment of the two spectra 
for coincidence and as a fiducial mark, in place of the cross-hairs in the 
telescope. For a small angle of incidence the sodium lines of higher orders 
of spectra are also liable to be available. 

To measure the angle of incidence / the table / is turned in its socket 
until the reflected image of the slit coincides with the slit itself. A 
hole is cut in the top or side of the collimator tube near the slit (not shown) 
for this purpose. Thereupon the table / is turned back again until the 
images coincide in the telescope. The angle read off on the graduated 
plate K is 7, the reflected ray traveUng over 2I. The table I is pro\-ided 
with an index and vernier (also omitted in the diagram) . 
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The apparatus described, being made virtually of hollow parts, is light 
enough to be carried about with convenience. In the case of the figure 
where the angle of incidence / is small, the distance from Af to N is about 
70 centimeters. It may easily be increased to several times this, by insert- 
ing longer gas-pipes at c and d with appropriate braces. The fringes are 
very stable even when the instrument stands on a table fastened to a 
wall-bracket. They naturally quiver when the observer is manipulating 
the micrometer screw, but they return at once to quiescence when the 
hands are removed. To obviate the quiver, i.e., to follow the motion of 
individual rings, the usual tangent screw method may be employed. 

I may add in conclusion that in order to make the rings sharply black 
and color, a slit about a millimeter wide, placed vertically in front of the 
objective of the telescope E, may be employed. This may be supported 
by an ordinary clamp on the arm e, the clamp giving opportunity for the 
lateral motion needed in adjustment. 

84. Other interferences. — The same apparatus may be adapted for 
observing the linear diffraction-reflection interferences described by Mr. 
M. Barus and myself.* The equations here available are 

fe = X/2Cosi &' = X/2Cosfl Se' = X/2(cosfl-cosi) 

where he, &e', and Se' are the respective increments of the air-spaces between 
the face (rulings) of the grating and the parallel opaque mirror in front of 
it, per fringe passing the cross-hairs of the telescope or a given spectrum 
line, X the wave-length of light, and t and 6 the angles of incidence and 
diffraction in air. For the measurement of Se, X, i, 6 should be known or 
determinable. 

For these observations let the micrometer C be removed from its plate 
and now bolted down on the graduated plate K (fig. 57), the tube / and 
appurtenances being discarded. This must be so done that the face of the 
opaque mirror N and the rulings of the grating g are in the axis of rotation 
with the lines of the grating parallel to it and the slit. Hence the mirror 
must be adjustable by aid of a capsule B with set-screws (horizontal and 
vertical axes of rotation) and springs. The grating g has its independent 
mounting with three similar set-screws and springs. In the figure the 
mirror N is stationary, i.e., fixed to the rigid part C of the micrometer, 
while the grating is movable to and fro. I.e., fixed to the slide D and actuated 
by the micrometer screw s and graduated head F. Usually AT will be at- 
tached to some apparatus whose linear excursions are to be found, and for 
this purpose of attachment the cross-coupling R in fig. S5 is abundantly 
supplied with screw sockets (front and rear, not shown), so that such 
parts may be here attached. In fig. S7 the counterpoise H, for instance, 
has been added. 
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To prepare for observation the plate K and the telescope E are turned 
until a suitable angle of incidence i = ANs and of diffraction 0=sNE are 
obtained. The fringes are seen when g and N are sufficiently near together 
(the distance apart may be as much as i centimeter), on condition that 
the direct images of the slit from the front face of N and the rear face of 
g are in coincidence horizontally and vertically. E may be revolved for 
this preliminary adjustment. To find i, the angle of incidence, the gradu- 
ated plate K is turned from the given position of coincidence until the image 
of the slit falls upon the slit itself at the end of the collimator A , a hole 
(not shown) being left in the collimator tube near the sUt for this piupose, 
as explained above. If the fringes are not sharp, they may be made so by 



CEBb" 




Fig. 57. — Modification of apparatus for diffraction -reflection interferometer. 

further adjusting the set screws of N or g by trial. This usually succeeds 
easily, remembering that the fringes move about a horizontal axis normal 
to the mirror when the mirror moves about a horizontal axis parallel to 
its face. For other details the earlier paper should be consulted. 



85. Other measurements: high temperature, adiabatic transformations, 

etc — The displacement interferometer constructed with its arms made of 
gas-pipe is adapted for high-temperature investigation. For if a current 
of cold water at constant temperature be passed through the arms in ques- 
tion they will be kept at invariable length, however much the atmosphere 
about them may change in temperature. Furthermore, since the distance 
between the central grating and the opaque mirror may easily be increased 
to a meter or more, tubes of considerable length may be inserted in the 
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interfering beams of light. The displacement interferometer should be 
used with the angle of incidence neariy zero, in which case this angle is 
without effect on the micrometer reading and the obsendng telescope lies 
in a particularly convenient position side by side with the opaque mirror 
on the micrometer. This is thus immediately at hand. 

It seemed to me, therefore, that a particularly interesting subject for 
investigation would be the relation of temperature and pressure of the 
index of refraction n of air. According to Lorentz* the ;i— r for air follows 
the equation 

p = C(ji-i)'» 

(p pressure, C constant, fl absolute temperature), coinciding in form to 
the intrinsic equation of a gas, since the temperature coefficient of ;i — i 
for air is very nearly equal to its coefficient of expansion. Mascart finds 
this not quite true. Pressures are to be corrected by (i+fip) where ^ is 
equal to 0.0000072 relative to centimeters of mercury and the tempera- 
ture coefficient is = 0.00382. 

At all events, the temperature coefficient a is so large that a method of 
high-temperature measurement is not out of the question on the one hand, 
while on the other the variation of a throughout long ranges of tempera- 
ture is of considerable interest. I have, therefore, made a few tentative 
measurements at low temperatures to test the apparatus and have found 
it trustworthy throughout. In table 37 the apparatus is adjusted with an 
angle of incidence of 1=15". The index of refraction is determined from 
the displacement of ellipses when the air contained in a longitudinal 
sealed tube in one of the component beams of light which interfere is 
alternately filled with air at pressure p and exhausted at a given tempera- 
ture (. This tube was 23.8 centimeters long and of brass surrounded 
with a close-fitting tubular temperature bath. 

The first column of table 37 shows the barometric height and degree 
of exhaustion (residual pressure). The second the micrometer displace- 
ment of the opaque mirror which brings the centers of ellipses back to 
their original position with reference to a given spectrum line. This read- 
ing is taken on the drum of the micrometer, the scale parts beit^ 0.0005 
centimeters. When electric arc hght is used the accentuated sodium line 
is always in presence in the spectrum and makes an excellent fiducial line 
for the centers of the ellipses. A single exhaustion is sufficient for two 
readings, as the displacement occurs on exhaustion (from red to green, 
for instance) and is measiued by the turn of the micrometer to bring the 
eUipses back; while on readmitting air the displacement is in the opposed 
direction and is again measured by restoring the center of ellipses to the 
position of the sodium line. If this displacement of the opaque mirror on 
the micrometer is AAf centimeters the index required is 
M=i+AAr/e 
* See the admirable summaiy in Landolt and Boemstdn's Tables. 
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if # is the length of the tube, AW must be given in centimeters, as shown 
in the third cohimn of the table, and from this the /i of the fourth is found 
at the temperature ( in the last column. They refer to the wave-length 
of the D line, as this was taken as the fiducial mark. The absolute values 
of fi are good, but here of relatively Uttle interest, as no attempt was made 
to standardize the screw, etc., of the measuring apparatus, and the water 
circulation had not yet been installed. The temperature coefficient may 
be found without this. If, therefore, {tt— i) is expressed in terms of ( the 
result is a-'o.ooje, or of the order expected. 
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From this datimi the working conditions of the apparatus may be speci- 
fied. For a tube 23.8 centimeters long the micrometer displacement per 
degree centigrade is 0.051 scale parts or 0.0005 centimeter each; i.e., the 
micrometer displacement is about 0.000025 centimeter per degree centi- 
grade, or about lo"* centimeter per degree centigrade per centimeter of 
length of tube. Thus a minimum of about 2" C, is directly appreciable in 
the given case, or for a tube about half a meter long a minimum of 1° C. 
should be appreciable at all temperatures. This, moreover, would corre- 
spond to the evanescence of two rings in succession, whereas in the above 
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apparatus a little less than one ring vanishes per degree centigrade, at all 
temperatures. The displacement of ellipses for an atmosphere of pressure 
is roughly from the D nearly to the E line. 

In this method the arms need not be of invariable length except during 
the short period of exhaustion, as the data are obtained by differences. 

To turn to the second method for obtaining the same results: the 
displacement of ellipses is accompanied by the radial motion of rings to 
and from the center, and the number vanishing may be counted. If X is 
the mean wave-length between the initial and final positions of the rings 
and « is the number of rings vanishing, then the equivalent micrometer 
displacement would be 

so that the micrometer reading AA^ need not be taken. Hence 

To make use of the method, a fine screw stop-cock is to be inserted 
through which dry air may be admitted at any rate into the exhausted 
tube. In this way the motion of the rings toward the center may be con- 
trolled perfectly and their evanescence counted. The experiment is very 
interesting. Clearly the arms must be kept at invariable length while 
the rings are being counted, i.e., until they cease to move, when the pres- 
sure is again normal. Fig. 58 contains an example of many results of this 
kind. Here the abscissas denote the number of rings which have vanished 
and the ordinates the corresponding pressure, the latter increasing from a 
few millimeters to an atmosphere. The line of observations happens to 
be nearly continuous. An interruption of the count is, however, of no 
serious consequence, as the slope of the line is alone in question when the 
initial pressure and final pressure are known. It is surprising to note how 
closely these observations lie on a straight line. They do so quite within 
the errors of observation. 

The slope of the line is 

70.0—2.8 
——— = .330 
a 10 " 

i.e., 0.33 centimeter of mercury at ©"C. per ring vanishing, or a little 
over three rii^ (3.135) per centimeter of mercury. The mean wave- 
length in question (between the D and E lines) is about \=x55.8Xio~*. 
Hence, as the effective barometer was 76.95 — .300 — 76.45 centimeters and 
the tube length 93.8 centimeters, 

, 76.4sX27.9X10-* „ , 

The datum obtained from the displacement of ellipses at the same tem- 
perature (tmfortunately not taken) was 1.000379. Inasmuch as the water 
circulation was omitted during the rii^ measurements and the exact 
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value of X was not specially found, the agreement is as dose as may be 
expected. 

The two data selected from many similar results show how easily both 
methods may be lased for mutual corroboration. Clearly the ring method, 
since it involves the evanescence of about 236 rings, is more sensitive, but 
also less expeditious. It is not, however, necessary to observe all the rings; 
the disappearance of a reasonable number, say 35 or 50, establishes the 
rate of evanescence per centimeter of mercury, or more conveniently the 
number of centimeters of mercury per vanishing ring. If this is determined 
at the b^finning and end of exhaustion the mean result is adequate. 
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Fig. 58. — Graphs showing number of 
interference rings, vani^ng in case 
of increasing pressure of imprisoned 
air, kept at constant temperature. 



If the air-tube of the apj)aratus is so modified that the air may be heated 
electrically the ring method should be equally available for temperature 
measurements. The results could be compared with a thermo-couple 
havii^ its fine junction inserted in the tube and read simultaneously. 

As a method of pressure measurement, since for a tube 23.8 centimeters 
long, 3.13 rings vanish per centimeter of mercury, i.e., about 0.1313 ring 
per centimeter of tube-length per centimeter of mercury pressure, the 
method is not very sensitive unless a long tube be used. A tube i meter 
long would, for instance, give 13 rings per centimeter of mercury, admitting 
of the measurement of pressiu^ to 0.08 centimeter per ring. One might 
estimate to 0.5 millimeter. 

The method of pressure measurement has the rare advantage, however, 
of being absolutely instantaneous, as reprodudog, immediately, the state 
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of the gas. It is, therefore, remarkably well adapted for the study of adia- 
batic phenomena. Many questions relative to such transformation of 
gases are thus open to investigation. Since {n-~i)=^N/e = n\/2e and 
p = C{^-i)d 

^ = C-£LN/e = C\n/2e 

the vajiations of pf^ are directly given by the number, n, of rings van- 
ishing. But the relation of p and iJ is also given either by the intrinsic 
equation of the gas or by its adiabatic equation, according to the trans- 
formation which has been imposed on the gas, so that p and & are each 
detenninable. 



CHAPTER XI. 



86. Introduction. Apparatus. — In the present paper I shall make a first 
application of the displacement interferometer described in the preceding 
chapter of this report. The investigation is purely tentative, the endeavor 
being both to exhibit the interference method for a case in which it is put 
to a test lying near the limit of its sensitiveness and at the same time to 
measure the degree of adiabatic expansion attainable in fog-chambers of 
regularly increasing size. The paper is, therefore, not to be construed as 
purposing to actually measure the ratio 7 of the specific heats of a gas, 
but rather to determine the degree of adiabatic expansion in any given 
apparatus in terms of the value of 7 found for that apparatus. From this 
point of view 7 will increase from j to 1.41 in proportion as the expansion 
in question is more truly adiabatic. 

The adjustment adopted is shown in fig. 59, the angle of incidence / 
being as small as possible (about 15°), in which case the equation for the 
position coordinate, A'c, of the movable opaque mirror (micrometer), 
when the center of ellipses is at the wave-length X, viz, 

(i) N.=4^ cos R—\ ^)=e-L cos R+r,--^) 

^ ' \ cos i? d\/ \ X' cos R/ 

takes its simplest form, since the angle of refraction R approaches zero. 
In the equation e' is the thickness of the grating, /i its index of refraction 
for the wave-length X, and b the coefficient of Cauchy's equation. If, as 
in the present paper, the centers of ellipses after displacement are brought 
back to the same spectrum line [D line for instance) again, immediate 
reference to change of fi with X is excluded and the equation for the dis- 
placement of the opaque mirror on the micrometer is then apparently 

where e is the thickness of the object placed in one of the interfering beams, 
li its index of refraction relative to air for the given wave-length X. 

This simple theory, however, is only approximately true, inasmuch as 
the ellipses change in size with the amount of compensation introduced 
by the object. The conditions reestablished at the D line are thus not 
quite identical in the presence and the absence of the object. In fact, 
the grating as in equation ( i ) is alternately reinforced by a colimm of dense 
and rare air through which the beam travels at normal incidence. If AN 
be the diflJerence of the micrometer readings for the two positions, equa- 
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tion (2), in which the dispersion of air is neglected, is to be modified in 
the way suggested for equation (i), so that for the D line of the spectrum 
as fiducial 

Here e is the length, m and li the respective indices of refraction for the 
hifh and low densities of the column of air. Equation (a') is, however, 
apparently too cumbersome for use at the outset, so that equation (3) 
has been preferably admitted for experimental purposes, the dispersion 
of air being disregarded. The values of AA^ so found are too large and the 
consequent values of t all too small. They will be corrected, however, in 
§ 97, in which the theory is to be developed in full. It will then be found 
that the data of the interference method agree with the data of the 
mechanical method as nearly as may be expected. 




If ^c is equivalent to « interference rings of the mean wave-length X, 

(3) 'w.—j 

In fig. 59 the pencil of light c enters from a collimator at C and en- 
counters the grating C at a small angle of incidence /. The refiected 
undeviated beam n is returned by the stationary opaque mirror AT, the 
transmitted beam m by the movable opaque mirror M on the micrometer, 
after which both enter the telescope R. The arms m and n of the inter- 
ferometer are of gas-pipe and provided with a circulation of cold water 
at constant temperature, though in the present chapter this is not needed. 
The micrometer at M is graduated to 0.0005 c™> o" the drum and easily 
read off by estimation or vernier to 0.00005, '-^1 to the mean wave-length 
of light. The tests below show that the center of ellipses may be placed on 
a given spectrum Une with about the same precision. Hence the displace- 
ment method is not much less sensitive than the ring method. 

The object F to be examined for change of index of refraction, i.e., the 
wr within a closed chamber, dry or wet, at any temperature, is conveniently 
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placed in the beam m. If its lateral extent is wide, the angle / must be 
increased; but it is obviously desirable, apart from the other reasons 
given above, to have the telescope as near the micrometer M as possible, 
in order that the micrometer may be manipulated with ease and expedi- 
tion. Though the telescope at jR is needed for adjustment, the position 
at /> is used for observation. Hence if the adjustment is made once for 
all, a much larger angle is available than for the undeviated beam. Inci- 
dental adjustment may be made after the fog-chamber F is inserted, by 
placing the two diSracted images of the sodium line used in coincidence, 
together with a simultaneous coincidence of the pairs of sharp shadows 
(horizontal black line) of dust-specks or a cross-wire at the slit. Finally, 
in the method used below the pencils m, R, D, etc., may all be made to 
pass through the plate-glass sides of the fog-chamber (see fig. 6$). 

To obtain elhpses quite sharp (alternating black and colored bands), a 
part of the objective of the telescope should be cut off by a small adjust- 
able vertical screen about i inch square, or by a wide sUt. More than 
one-fourth of the )i-inch objective is rarely needed in the horizontal direc- 
tion. When this is done, undesirable beams of light are excluded and the 
stationary interferences are also liable to vanish, whereupon in the case 
of sunlight the Fraunhofer lines (to be used as fiducial lines) become 
unmistakably sharp and clear. In case of electric arc light, the sodium 
line from the silicate in the carbons is always strong and a number of them 
are usually available in the different orders of spectra. The ellipses, too, 
remain in the field, in spite of rough usage of the apparatus near at hand 
(air-pump, sudden exhaustion, etc.). The electric arc should be used 
directly, i.e., without lenses or condensation, the arc being adjusted in 
height, etc., and at a distance of about one foot or less from the slit. The 
present method depends essentially on the use of narrow pencils. The 
sodium line is apt to be much higher than the spectrum band in the tele- 
scope. It is intersected by interference bands even in dark parts of the 
field of view. With the motion of the rings these move up and down the line. 

TTie use of the coincident sodium lines for reference reduces all the 
measurements to the wave-length of this line, as the centers of ellipses 
are invariably brought back to it. 

Tlie f(^-chamber in the present experiments is much too short for 
accurate measurements; but it is admitted (as suggested above) to test 
the details of the method. In definite experiments the component pencils 
<3l light should be made to pass (by reflection between mirrors) many times 
through the fog-chamber, in which case not only would the sensitiveness 
be increased proportionally but mean increments would be reached for 
all parts of the air-chamber. 

87. Equations. — It is convenient to test the present method of observa- 
tion by a determination of the ratio y of the specific heats of constant 
s and of constant volume, as has been suggested. This offers a 
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serviceable method of arranging results, even if an absolute measurement 
of T is not directly aimed at. The degree of adiabatic expansion reached 
in vessels of different sizes, by sudden exhaustion into a vacuum-chamber 
by the plug-cock method, is the chief point at issue, both when the ex- 
hausted chamber is dry and when it is wet. In proportion as the exhaus- 
tion is less adiabatic and more isothermal the value of y found will decrease 
from about 1.4 to i.o. 

The normal equation of the transformation impressed on the gas is thus 



(4) 



»r-£.iS 



for approximately adiabatic expansion, in case of pressure p, specific 
volume V, and density p, for two different states. Similarly the intrinsic 
equation of a gas and the Lorentz equation (afterwards to be corrected) 
for the change of index of re&action of air with temperature and pressure 
(the temperature coefficient being approximately identical with the coeffi- 
cient of expansion), are 

(5) P=Rf>^ 

(6) p = C(jx-i)3 

Here R is the gas constant and & the absolute temperature. C for re&action 
thus corresponds to R and (p— i) to p. To determine C, ance 

C= ^ 

*o(»— i) 

the data in Landolt and Boemstein's tables are available. If Mascart's 
or Kaiser and Runge's data be taken 

273 .000192 
Mascart's equation differs from equation (6) by the appearance of two 
corrective members and may be written, if ( is temperature in d^tees 
centigrade and the pressiue p is expressed in centimeters of mercury, 

'^ i + . 0000072? 

which is nearly equivalent to replacing C in equation (6) by 

C(i + io-*Xrso(-io-'X7.2p) 
The difference is usually nithtn 0.3 per cent and thus eaaly allowed for. 
The full equation wil! be considered below. 

Returning to equations (s) and (6), we obtain by division 



4<^-) 



which in (4) gives 

(7) 



_£_ 



.)' &»-.)' 



'an) 
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If the air in the chamber F is partially exhausted from ^ to f , changing 
the index of refraction of air from ^ to p and AA', the displacement of the 
opaqve mirror at the micrometer, is needed to return the center of ellipses 
to its original position on the sodium line 

where e is the length, i.e., the thidtness of the exhaustion-chamber in the 
direction of the transmitted beam of light. Hence 

AN 

H — J=tM>—l — 

since t*o is practically equal to i in association with AN. This together 
with (s) and (6) inserted in equation (7) gives 

pa \ epo J 
From (8) 

(9) , f COo 

le( I J 

V epa 

where pa and 1*0 are the initial pressure and temperature in the air-chamber 

just before exhaustion. 

Furthermore, whenever the evanescence of « rings is observed 

AN = kCK/2) 

for a mean wave-length X o\'er which the center of rings passes. Equation 

(9), which may now be written 

shows that AN depends simply on the change of density of the gas and not 
on its temperature and pressure separately. Hence AA^ does not change 
after exhaustion while the air in the chamber, with rise of temperature and 
of pressure, gets back to atmospheric temperature. For if the chamber is 
tight, p remains constant. This is true to the extent in which C is constant. 
Nevertheless in practice, during the short period of apparently stationary 
minimum temperatiu^e and pressure subsequent to exhaustion, it is easy 
to observe the evanescence of a number of rings in a sense equivalent to 
an increase of AA''. This phenomenon will be discussed at length below. 

If in equation (8) corrected with reference to Mascart's results the cor- 
rection factor is placed within the parenthesis and &t = to—t and Sp = p(i—p, 
the value of 7 is very nearly 

^_ Ig iP/Po) 



(11) 



Jg 



^4^(. +..-..)) 



where a = o.ooois and ^ = 0.0000072 relative to centimeters of mercury. 
Thus 7 is not quite independent of the individual pressures and tempera- 
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tures, but it is difficult to state at the outset what will happen. If an ex- 
paim>n in series is to be made from equation (ii) to include the correc- 
tion, Sp must be very small and the equation becomes 

(„) y . 'M ^— 

which shows that y without the correction is too large. 

For the case in which Sp and AN are small, equation (9), if expanded, 
thus leads simply to 
, . eSp 

^''^ ^=c^m 

where Sp is the drop of pressure on adiabatic expansion. Here 7 depends 
on the percentage accuracy of Sp, e, C, &o, and AAT, while pD does not enter 
the equation. The sensitiveness is thus directly increased by elongating 
the chamber in the direction of the beam of light as suggested above. A 
similar approximation is obvious when ')' = i, very nearly. In such a case 
{13) also applies, or AA^ and Sp are here proportional quantities. 
In general, if 7a = logii) (p/po) 

,,. I — 10° 

When use is made of the combined air-chamber and vacuum-chamber 
(the latter having been taken as infinite in size in the above equations) 
and sudden expansion takes place from one to the other, the initial tempera- 
ture and pressure pi, and I'd in the air-chamber and the initial pressure p 
of the vacuum-chamber are observed; but the final common pressure, p', 
when the chambers are in communication, can not as a rule be found by 
observation. The pressure p' may, however, be computed from the 
initial pressure p of the vacuum-chamber before exhaustion as follows: 
Let u be the (small) volume of the air-chamber where y is observed and 
which contains a plenum of air and V the (large) volume of the vacuum- 
chamber. The functions of these chambers may, of course, be reversed, 
so that low pressure exists in the air-chamber and a plenum in the vacuum- 
chamber. Since the increase and diminution of volume v' are identical 
for the two chambers 

poJf> = p'(v+v')''; pVy^p'^V—vy 
and v' may be eliminated; whence 

V+v'^V+v ^ epa 
and finally 

(,6) T- !*<fc>? 

so that the initial pressure, fo, of the air-chamber and p of the vacuum 
chamber need only be observed, if the relative volumes v/V are known. 
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If v/V = o, the above equation (9) is reproduced. Prom equation {16) 
the values of AAT for y=i and 7 = 1.41 may be computed, ti!, 

where 1/7 = ,71. 

Finally, the fall of temperature appears as 

where ^0 is the initial and 9' the iinal temperature in the air-chamber 
immediately after exhaustion. 

If the rflles of the air-chamber and the vacuum-chamber are exchanged, 
i.e., if the vacuum-chamber now contains a plenum of air, AW becomes 
n^ative, so that arithmetically p>pii, 

/,n1 ^- JS(P/Pi>)_ 

which, if v/V=o, or the atmospheric pressure, B, becomes the common 

adiabatic pressure, reduces to 

(«) Jg(BHB-tp)) 

All the quantities needed in equation (9) are easily measured except 
&N, the micrometer displacement for so small a value of e as has entered 
ioto these experiments. The error made in ^N due to the mere placing of 
the center of ellipses on the fiducial sodium line is not larger than .00005 <^in- 
But there may be further discrepancy owing to the flexure of glass win- 
dows or to their displacement. To compute it, the equation (t'/V=o) 

may be used. 

Finally, we may add to these equations the value of the actual expansion 
IT* which the volume n of the air-chamber undergoes on sudden change of 
pressure &om pn to p', when p is the pressure of the vacuum-chamber of 
volume V. From equation (15) on reduction 
v' __ poy^p^'' 



(33) 



P'"'+ yPo' 



"^-=^ v-/v=(po,'p)-y-i 

which is identical with the adiabatic equation. 
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88. Small brass fog-chamber dry and wet.— The first experiments 
were tried with a small air-chamber of brass (fig. 60), flanged at both 
ends and provided with an exhaust-pipe E leading by way of a iH-inch 
rubber hose to a large vacuum-chamber. 
This was kept at a definite low pressure by 
an air-pump. A cock (not shown) was 
available for influx of dry air into F. The 
ends of F are closed with glass plates g g', 
secured by a ring and bolts which press the 
plates against the rubber gaskets r r* with 
■ complete freedom from leakage. The di- 

'IT^ I p j mansions of the chamber F were: length, 

GT ] (b \ 17 cm,, diameter, 3.7 cm. The exhaust- 

pipe was 2.7 cm, in diameter and somewhat 
over 50 cm. long. The volumes of the air 
(v) and vacuum (V) chambers were thus 
!>= 183-1-442 = 625 cu. cm. 
V=i2770-|-97 = 12867 CU- <^m. 
respectively, whence v/V = .04g. Unavoid- 
ably the pipe comprised a greater volume 
than the air-chamber. The latter was lined 
with thick dry blotting-paper to be moist- 
ened with water at the end of the experiment. 
The measurements were made with this by placing the center of eUipses 
on the sodium line and noting the micrometer reading, then suddenly 
exhausting by opening the i-inch stop-cock into the vacuum-chamber 
and closing it again by a single sweep of 180°. The ellipses were now 
brought back to the sodium line by moving the micrometer over the meas- 
ured distance AN from the first position. Table 38 gives an example of 
the mean results for drops of pressure between 20 and 60 cm. At each of 
these stages many measurements were made and the mean of the results 
taken. AA^, so far as mere measurement is concerned, is correct to 0.00005 
cm. in a single reading. 

Table 38. — Experiments made with the small brass air-chamber attached to the arm 
"*! fig- 59- Method by exhaustion into vacuum-chamber. Barometer, ^ — 76.1 3 cm. ; 
t«mperalure. (0=20.7", «o-293.7''; length. e = i7 cm.; C=gs^.6;e/V~.04,g. 





Here -y is so nearly i that the expansion takes place under virtually 
sothermal conditions, in view of the small air-chamber and in spite of 
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the rapidity of exhaustion. That this is not quite the case, however, is 
shown by the distorted ellipses immediately after exhaustion, indicating 
that the rays corresponding to different parts of the ellipses have passed 
through air at different temperatures; but the uniformity is soon again 
restored. It is also to be borne in mind that -y for the case of equation 
(a) is inherently too small. 

It is not impossible, however, that these low values of 7 which imply 
an excessive AN may in a measure be owing to some distortion of the arm 
m to which the chamber was attached during exhaustion. Strains intro- 
duced here are necessarily very serious and they would be largest at the 
highest exhaustion. 

The air-chamber was therefore detached from the arm m and supported 
on an independent standard, screwed to the same table on which the inter- 
ferometer stood. The results are given in table 39, which again is a mean 
of many observations. 

Table 39, — Experiments made with a small brass fog-chamber attached to independent 
standard on table. Exhaustion into vacuum-chamber. Barometer, p» = 74.57; 
temperature, (0-21.2°, "0=294.2°: constants as in table 38. 



I 54.57 
I 34-57 



l_ 



These data for y are actually worse than the preceding, showing that 
distortion during exhaustion has been effectively increased. It is dis- 
concerting to find that the individual observations, corresponding to any 
given drop of pressure, are definite and consistent, i.e., apparently quite 
trustworthy; but this merely shows the subtle character of the strain error 
involved when transmitted through the table. If special tests are made 
they again prove that some adiabatic expansion does occur; for when the 
cock is left open, the rings continue to move outward, indicating a current 
from the air-chamber to the vacuum-chamber. This is nearly absent when 
the cock is rapidly closed. Moreover, by warping the table the efiEect ob- 
served is quite significant, being in part elastic and in part viscous. 

Hence the small brass fog-chamber was now detached and suspended 
from the wall on an independent bracket and clamp, so as to be entirely 
free from the interferometer and table. The data are given in table 40. 

These values of 7 are probably correct, subject to the final correction, 
for the conditions involved, i.e., for the degree of adiabatic expansion 
which can be reached in so small a chamber with the given means of ex- 
haustion and so large a drop of pressure. The inadequacy of the small 
tube for the present purposes is shown (as instanced above) by the dis- 
tortion of rings immediately after exhaustion, while their figures gradually 
become symmetrical again as the uniform temperature is regained, and 
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by the continuous exhaustion if the exhaust cock is left open instead of 
beii^ swept rapidly from dosed to closed over an arc of i8o°. If the con- 
ditions had been isothermal, 7=1, or quite adiabatic, 7=1.41, the data 
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of AN computed in the table should have been foimd. The error of mere 
measurement, being not much larger than AN = s X 10"^ cm., can not explain 
any of these discrepancies, though it does account for the irregularities. 
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Some time later experiments were repeated with the same chamber, 
using, however, a 2-inch brass exhaust-pipe (with the exception of the 
1-inch mouth at the chamber), a 2K-inch stop-cock, and a very large 
vacuum-chamber, v/V=.oi4. The new results are given in table 41. 

Table 43. — Experiments irithfog'-chamber suspended from an independent wall-bracket. 
Wet air. Barometer, ^—76.00 cm.; absolute temperature, ",—297,3=; constants 
as in table 38. 
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16.00 


1050 

3400 


I. II 
1. 14 
1.03 


1140 
2290 
3430 


852 
1799 
2927 



The improvements have made little difference in the results for 7. They 
are still of the same low order as in the preceding case. It is probable, 
moreover, that the transformation in the large exhaust-pipe unavoidably 
attached is more nearly adiabatic than in the small fog-chamber. 
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Additional experiments with dry air did not seem to promise new returns. 
The air-chamber was therefore converted into a fog-chamber by thoroughly 
wetting the blotting-paper within. The results obtained with air saturated 
with nunsture are shown in table 4a. 

These data are virtually the same as for dry air. The computed values 
of &N for Y"! and 7 = 1.41, compared with the observed AA', together 
with the values of y found, indicate the degree of imperfect adiabatic 
cooling. The glass faces at the ends of the chamber at first remained qwte 
clear. Later they were apt to become cloudy, making observation exceed- 
ingly difficult. The film of moisture may be removed by heating the glass 
slightly, but this is not a trustworthy procedure, even if time is allowed 
before the next observation. 

89. Larger (wood) fog-chamber. Dry air. — The next experiments 
were made with an air-chamber, F, fig. 59, of wood with walls about 0.35 
inch thick, covered while hot, within and n-ithout, nith an adhesive coat- 
ing of resin and beeswax. The ends were perforated with holes about 

Tabls 43. — Experiments with small rectangular wood fc«-chamber, with wax and 
i«an, suspended from independent wall-bracket, probaoly too loose. Exhaustion 
into vacuum-chamber. Dimensions 14X10.7X7.8 — 1155 c. C. Baroraeter, ft — 
77.08 cm.; absolute temperature, "« — 396.5°; €=952.6; effective length, « — 15.33 
cm.; r/V— .124. Fog-chamber slightly leaking. 
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1,51° 
-36.40 
-66,81 



57.08 ■ 650 I 1.57 
3708 ; 1550 ] 1.37 
17.08 j 3500 1.37 

iK inches in diameter and closed with glass plates cemented to the wood. 
The inside as before was lined with thick dry blotting-paper, subsequently 
to be mostened. The dimensions of the chamber (within) were: length, 
14 cm., breadth, 10.7 cm., thickness, 7.8 cm.; and the exhaust-pipe was 
over 3 cm. in diameter. Thus the volume of the chamber with its pipe 
as far as the stop-cock was 11=1155+442 = 1597 c. c, while the corre- 
sponding volume of the vacuum-chamber and pipe was ^=12771-1-96 = 
13867 c. c. Hence u/V = .i34. With a chamber of this size a reasonable 
decree of adiabatic expansion may be expected and the results obtained 
in table 43 show the improvement. 

We here encounter the curious result of a value of 7 larger than the 
iK»mal value for air. From the above equations it therefore follows that 
AiV is too small or y too large [equations (10) and (ij)). The values 
of AN computed for 7 = 1.41 or 7 = 1 are given in the table. The large 
result might therefore occur in consequence of leakage, but in view of the 
low drop of pressure it is probably to be referred to some residual distortion. 
If we ccHtader the equation (9) for 7, it \vill be seen that for a given Sp, 
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7 would decrease from <x to zero, while AN varies from zero to ePafCK 
the majdmum value (about 0.004 in the given work) consistent with a 
real value of 7, in the absence of all leakage. AN must therefore be greater 
for isothermal than for adiabatic expansion. 

Table 44. — Experiments with wood-chamber as in table 43. Exhaustion in 
chamber. Barometer. ^ = 76.65: absolute temperature, 0o"396.i° 



56.65 
36.65 
16.65 



1.05' 
-27.05 
-67-93 



It is probable, as suggested, that the excessive 7 in question is due to 
some sort of distortion in the apparatus. Seeing that the efficient length 
of ray used is relatively small (15-3 cm.), a slight change of the inclination 
or of the optical properties of the glass plate through which the ray passes 
dtmng the occurrence of exhaustion might be the cause of it. However, 
in table 44 the results were repeated with care (s to 10 observations for 
AN, the means of which were taken), with the apparatus practically free 
from leakage. The table as before contains the values for AN which would 
obtain when 7 = 1 and 7=1.41, as well as the reduction of temperature 
in degrees centigrade, due to adiabatic cooUng, when 7 = 1.41. 

Table 45. — Experiments with wood fog-chamber as in table 43. Suspension laterally 
braced. Exhaustion into vacuum-chamber. Barometer, ^—76.14: absolute tem- 
perature «o-295.5°- 
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16.14 
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1. 14 
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2480 


69 


46 




3315 


1-12 


3390 


3090 


102 96 I 



The adjustment was now further improved by additionally bracing the 
wall-bracket from which the fog-chamber was suspended. This resulted in 
a much more definite fiducial reading at the micrometer. The results are 
given on the same plan as above, in table 45. Readings were taken sys- 
tematically in series, the drop of pressure hp varying in succession by 
intervals of 10 cm. 

These results are throughout as near the true value as may be antici- 
pated for the case of so short a 
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Another more detailed series of experiments was now made, with the 
drop of pressure ip increasing in steps of lo cm. as far as 70 cm., and then 
decrea^ng again. These results as a whole are about the same as in the 
preceding table, except that y at the beginning is relatively high. The 




Pig. 61. — Charts showing relation of ) to (^p—pt — * 
(approximately the drop of pressure) in case of small 
wood fog-chamber. Curve a corresponds to table 45 
and curve b to table 46. Mean result shown above 
these curves. 

two series of table 46 together give a good accoimt of the actual degree 
of adiabatic expansion reached. The mean results are shown graphically 
in fig. 61. A few other experiments were incidentally made, showing values 
of about the same order, and may therefore be withdrawn here. 

TablS 46.— Experiments with wood fog-chamber as in Uble 43, well braced. Exhaus- 
tion into vacuum -chamber. Barometer. ^"75.75; absolute temperature, ^« = 29I.7° 
to 393.3°. 
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Pressure drop 6p decrcasing- 
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90. The same. Wet air. — The endeavor was now made to obtain the 
corresponding data for the same (wood) fog-chamber respectively dry and 
wet in succession. Tables 47 and 48 contain the results given on the 
same plan as in the preceding tables. Neither of these series, either the 
dry or the wet set, is satisfactory. In the latter case, in particular, the 
clouding over of the window, which occurs in the lapse of time, is a constant 

Table 47. — ^Experiments trith wood fog-chamber as in table 43, well braced. Exhaus- 
tion into vacuum-chamber. Barometer, ^=76.90; absolute temperature, Wo = 
293-2°- Dry air. 



p 

66.86 
56,81 

46.77 
36.73 


lo'AiV 
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P 1 IO«AiV 
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1150 
1750 


1. 10 
1.26 

lit 


+12.97° 
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— 6.07 

10.25 


26.68 
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2090 
2700 
3300 


r.30 

1^38 


-20.15° 

30. 37 

33-Si 



Table 48. — Experiments with wood fog-chamber as in table 43, well braced. Exhaus- 
tion into vacuum-chamber. Barometer, f»-76.9o; absolute temperature. S»— 



66.86 
56.81 

46.77 
36-72 



1.24 



36.68 3330 
16.64 3640 
6.59 3450 



annoyance. On the other hand, it is curious to note the essential trans- 
parency of the fog produced. The observer at the telescope scarcely notices 
any difference in the sharpness of the ellipses so long as the windows 
remain clear. If the wet data are compared with the mean results of tables 
4S and 46 above, they show about the same order of behavior, though the 
wet values for y are as a rule below those for dry air, as they should be. In 

Table 49. — Experiments with wet air as in table 48. Barometer, ^«74.64; 
absolute temperature, fl»— 291.5°. 



p 


iffii.N 


y 


' 


14-38 


iOOO 

1850 
3730 


.98 
i.ji 


75-53 



general, however, no very marked difference in character has been detected, 
and it was a disappointment to note that the presence of fog-particles 
contributed almost nothing to the experiment. The further trials of the 
wet chamber became more imsatisfactory, owing both to the lack of trans- 
parency of the glass and the gradual development of leakage in the chamber. 
The values in table 49 are of the same order as the preceding and lead to 
no new concliisions. 
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In some of the experiments radium was placed on top of the chamber 
to increase the density of the fog at low exhaustions, but no definite effect 
was detected. 



91. Copper fog-chamber. Exhaustion. Dry air. — ^A larger vessel of 
thin copper well braced within, with large glass windows, was now con- 
structed with a S[>ecial view to an increase of the size of the efflux-pipe 
and stop-cock. The dimensions of this chamber were 20.4X15. 6X18.7 — 
5937 c. c. In the first experiments the inch exhaust-cock with the wide 

Tablr 50. — Adiabatic expansion in copper Bir-chatnber, 30.4X15.6X18.7 cm., well- 
braced. BKhaustion into vacuum-chamber. p/1'"".496; barometer, fo— 76,55; 
absolute temperature, ''o*39i°; e— 20.89. 
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rubber tubing was directly attached, increasing the volume by 443 c. e. 
Hence the total \'olume was v=6379, while that of the vacuum-chamber 
(as above) amounted to V= 13867 c. c; hence t'/l'' = .so to be used in the 
reduction of initial pressure po and temperature ft) of the air-chamber 
and the initial pressure p and temperature So of the vacuum-chamber to 
the values when momentarily in communication. A very careful series of 

Table 51. — Adiabatic expansion in copper air-chamber as in table 50. Exhaustion 

into vacuum-chamber. Barometer, ^••74.60; absolute temperature, '^0—294.5°. 



64.56 
54 5' 
44 47 
34. 4a 
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experiments was now made with dry air, the vacuum increasing in steps of 
pressure of 10 cm. each as far as Sp = $o cm. Exhaustion, as above, took 
place from the air-chamber to the vacuum-chamber. The results are 
summarized in table 50, experiments being made both for increasing and 
decreasing exhaustion. 

A comparison of the obser\-ed AN which should be correct to 5X10-* 
cm. and the computed AN both for 7=1 and 7 = 1.41, shows the degree 
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to which the observations may be trusted. The difficulties are naturally 
most serious at the low and the high values of Sp. Neglecting these, the 
values of y are as a whole higher than in the mean case of tables 45 and 46, 
for the small wood fog-chamber. The table, moreover, contains the fall 
of temperatiu* both for the case of 7 = 1.41 and the actual fall, as computed 
for the mean values of y observed. The experiments were now repeated, 
using an uncompensated interferometer with smaller ellipses. The results 
are given in table 51, the method being the same as in the preceding case. 
These data are lower in general value and correspond to tables 45 and 
46. The three causes of discrepancy are (as before) the relatively long 
interval of communication of the chambers, the distortion of the air- 
chamber and its effect on interference, and the same in its effect on the 
volume and density of the gas contained. The mean result of these two 
tables may be compiled for reference. 

6p = 10 20 30 40 50 cm, 

y (mean)= 1.31 1.32 i.a6 1.28 1.35 

Curiously enough the mean curves so obtained are similar (see fig. 6a), 
showing that the larger chamber is more favorable to adiabatic expansion, 
as would be anticipated. 

If in table 51 instead of equation (16) the corresponding equation (12) 
correcting the temperature and pressure coefficients is taken, the values 
of 7 are scarcely changed. 

a'= .00015; 0= .0000072; St = l<i—t: Sp^'pQ—p 



(a''t-0p)Xio* =1710 898 -1-798 -683 -3370 

(o.'St-0Sp)Xio'= 978 1790 1884 3370 S950 

In the present experiments, therefore, this correction may be neglected. 
In view of the evanescence of two or more rings after adiabatic expansion 
or compression, always in the same sense as the expansion or compression, 
i.e., corresponding to an increase of AA'', it is worth while to compute the 
possible effect of the Mascart correction on a gas kept at constant volimie 
or density, while p and 6 change subject to the intrinsic equation of a gas. 
If the latter passes from ( and p through ta and po and AA'' is the corre- 
sponding displacement of the micrometer, we may write very nearly 

-iW-g|(.'ft-')+?(f.-f)) 

Hence in table 51, where ep(,/Cdii = .oos5$, the following values would 
hold, 5p = po—p, 

ip =10 20 30 40 so cm. 

SNXio*= 5.4 9.9 10.4 18,7 33,0 
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quantities too small to be measured, and even in the latter extreme case 
equivalent to the evanescence of only a single ring in the sense opposite 
to the motion of those observed. Thus the observed phenomenon is not 
due to the present correction. It might be due to slight leakage through 
the aH-inch stop-cock, from the initially colder to the initially hotter 
vessels, as these regain atmospheric temperature. In such a case, however, 
it would not stop with a few rings while the pressure difference remained. 



92. The same. Coitq)ression. One-inch stt^xock. — An inversion 
of the method was now made, in which the air-chamber was exliausted, 
while the former vacuum-chamber contained a plenum of air. The latter 
may therefore be removed with advantage, and the atmosphere used 
directly, in which case v/V^o and equation (g) is applicable in the form 
(21). The results are given in tables 52 and 53. These data for y are 
surprisingly small, much below the mean results for the preceding tables. 
The reason for this will presently appear. 

Table 52. — ^Adiabatic compression of air in co{]per fog-chamber (as in table 50). Dry 
air. Interference method. Pi,<B. One-inch stop-cock and pipe. Barometer, 
p— 76.74; absolute temperature, ^0=20.5°. 




Tablb 53.- 


-The same. 

Obs. 1 
lo'iAT , 

: 


45.37 
3S " 


1781 1 
2481 



B.-Lfometer, ^ = 75.40; absolute temperature, "o" 298.3°. 



Comp. Comp. 

IO»A^ I I0»A,V 
^ = 1 I 7-I-4" 
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93. The same. Compression. Two and one-half Inch stop-cock. — 

The endeavor was now made to raise the value of 7 by replacing the rubber 
tube and inch stop-cock previously used with a 2,'rinch brass stop-cock 
and a 2-inch brass tube. It was necessary, however, to make use of the 
very large vacuum-chamber to which the cock was attached, so that a 
small ratio of volume enters, as in equation (20) above. The volumes 
were = 5937-1-1374 = 7311 <=■<;■. V'=i03,9o8-F393 = 104.301 c. c, whence 
v/V=.o'jo. The experiments are given in tables 54 and 55. These data 
are virtually identical with the preceding set by the same method, in spite 
of the larger stop-cock used. Supposing that the inevitable leak in the 
large stopKXick is practically negligible, a suf&cient explanation for the low 
results in the compression method is the inrush of relatively cold air which 
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at high exhaustion introduces an additional and very serious error, to 
which the exhaustion method is obviously not subject. 



Table 54. — Adiabatic compression of diy «• 

Interference method. pi,<B. Two and uuc-.uiu mv 
d/K— .07. Barometer, ^ = 76. 44; absolute temperature, 



in copper fog-chamber (as in table 50). 
— vhalf inch stop-cocJr; 2-inch pipe. 
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Barometer, p"75.43: absolute temperature, 1*0=294.7°. 
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94. Clement and Desormes's apparatus. — It now seemed desirable to 
compare the above results for the copper air-chamber with the value of 
y directly determinable by the classic method of Clement and Desomies. 
For this purpose the vacuum-chamlrer was completely removed, so that 
the partially exhausted air-chamber instantaneously communicated with 
the air at barometric pressure. To determine the adiabatic temperature 
an accessory mercury column, h, was considered sufficient, as no great 
accuracy was aimed at. Thus if po and 0o be the initial pressure and tem- 
perature of the air-chamber and p and flj those of the atmosphere, while 
is the adiabatic temperature, 



or no temperature measurement is necessary. Thus if B be tlie height of 
the barometer 

ls(ft/f)_ 

^ ig(f./"(S-'W) 



(«4) 



quite generally, if Po and p are the pressures in the air-chamber and the 
vacuum-chamber, if at hand. The results are given in tables 56 and 57. 

It was not possible to quite overcome the slight leakage of the large 
3^-inch plug stop-cock. Hence the final k is too small. In general these 
results are of the same order of value, though somewhat larger than the 
coiresponding results (air-chamber exhausted) by the interference method. 
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It is di£Gctilt to surest any reason for this, since any leakage in consequence 
of the long waiting for h necessary, in the present method, should decrease y. 
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Tabi^ 57.— Thesame. Barometer, ^*7S.S9i absolute temperature, ^-395°. 



f. 


k 


T 


55 89 


4-S8 


1.334 








35.89 


7-63 




25-89 


9.18 


1. 136 



Hence the experiments were repeated with the large vacuum-chamber 
attached, so that both the reciprocal cases of an exhausted air-chamber 
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Table 59, — Clement and Desoimes'a method. d/F— .070. Vacuum-chamber ex- 
hausted. Barometer, pt" { Zg'^. } ; absolute temperature, e - { ^l* } ■ 
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45-03 
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f>a<B=p and a full chamber p<B=pa might be compared. The data 
are given in tables 58 and 59, where p' is the approximate a 
pansion as read oS on the gauge of the lar^ vacuum-c 
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To compute these results, equation (24), if p' is the adiabatic 
in question, 



may be modified to read 
(2S) 



Ig((B-*)/f(,) 



where p^ and p are the imtial pressures of air and vacuum chambers and 
»/F the volume ratio of their contents, respectively. If equation (24) be 
differentiated with respect to A. 



Hence 7 increases with A.ifS— fe>^or when the air-chambw is exhausted, 
and vice versa. In the former case k is followed to a maximimi and in the 
case of leakage is too small; hence y is too smaU. If the vacuumnihamber 
is exhausted, h continually decreases and is liable to be observed too large; 
hence 7 is again too small. 

The results of table 58 are slightly larger than the similar case of tables 
56 and 57, and they show a definite tendency to reach 7 = 1.41 when Spt 
the exhaustion of the fog-chamber vanishes. Possibly the leakage of the 
large stop-cock was under better control and the diminution of 7 with the 
exhaustion 5p is probably a trustworthy exhibit of the actual state of things. 

Table 60. — Clement and Desorraes's method. Copper f<^-chainber. Vacuum-chamber 
exhausted, v/V'^.q7o. Barometer, ^—75.58; absolute temperature, 8=395' 
(about). 
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Since h reaches a definite maximirai 7 can not be too large. The results 
of table 59 have not the same certainty, since h must continually decrease, 
and the expansion after adiabatic exhaustion is indistinguishable finally 
from the small permanent leak into which it eventually passes. Hence 
h is too small and the results for 7 are thus probably too large in proportion 
as bp increases. 

The data of this method (vacuum-chamber exhausted) tend to approach 
the order of values of the ctnresponding interference data, though the 
latter are again small ance eqtiation (2) enters. In all cases, therefore, a 
full air-chamber shows large nearly normal values of 7, whereas the ex- 
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hausted air-chamber shows the reverse or small values of 7. True, this 
is in the same sense as the discrepancy of the leak in the large stop-cock, 
but it is not probably due to it. The actual value of the error in question 
per centimeter of A is shown in each table and its magnitude proves that 
the discrepancy can not be due to the leak. 

Nevertheless it was thought advisable to actually evaluate the leak of 
the st(q)-cock in case of the latter method. The results so found are given 
in table 60, which may be regarded as free from the effects of leakage. 

These results curiously enough show an increase of 7 with the drop of 
pressure, the value for Sf= 40 cm. being actually excessive. It is extremely 
difficult to account for this erratic behavior. The experiments were 
throi^hout made with great care. In the latter table in particular t is 
reduced to the lowest value possible. Under these circumstances the mean 
values of y for each method may be taken for reference. They are compared 
with the corresponding data for the interference method in fig. 6a. 
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95. Large wood fog-chamber. — The experiments were concluded with 
the aid of a large wood fog-chamber coated while hot with the mitture of 
wax and resin. The dimensions in centimeters were 15,6X11.5X45 
being those usually used in my experiments with coronas. This chamber 
was quite dry at the outset and throughout free frron leakage. Tlie volumes, 
including the i-inch pipe for exhaustion and the 234-inch stop-cock (the 
vacuum-chamber being the same as before), were 

5 = 8073 + 1374 cc. r= 104300 c.c. 

so that v/V=.ogi. Allowance was made for the very slight leakage of air 
from the f(^-chamber to the vacuum-chamber through the stop-cock (as 
above), for each observation. In the chief experiments the plenum of air 
was in the fog-chamber. Table 61 shows the results obtained with dry air 
by Clement and Desormes's method. They are reproduced in fig. 64. 

These results appear to be more trustworthy. The value of 7 decreases 
but slightly up to the highest exhaustion, ip = ^o cm., which it was safe 
to apply. 
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The same chamber was now used for the measurement of y by the inter- 
ference method. The adjustments differed slightly from the above, as 
shown in fig. 63, where C is the light from the collimator incident on the 
grating <7 at an angle /, M and N the opaque mirrors, the latter on the 
micrometer. Both the component beams m and n and the r^ected and 
diffracted R and D pass through the fog-chamber FF, the front and rear 
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sides of which are thick plate-glass. E is the a-inch exhaust-pipe leading 
through the aK-inch stop-cock to the vacuum-chamber. Other cocks (not 
shown in the figure) are at hand for influx of air, etc., together with a large 
hole for cleaning. The thermometer dipped into the fog-chamber. In the 
adjustment chosen not only the diffracted beam D (angle of diffraction, 
fl>/), but another on the inner side of R (fl</), was available for measure- 
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13. — Diagram of displacement interferom- Pig. 64. — Charts showing relation of 
, CG M N, and large wood fog-chamber, )' and ^p — Pa—p in case of large 

FF, with 3-inch exhaust at E. wood fog-chamber. 

ment. In the latter case was nearly zero, but though this is more lumi- 
nous there seemed to be no advantage of one over the other. In view of 
the thick glass sides of the fog-chamber, it is preferable to put compensator 
plates in the component beam n to counterbalance those of the beam m. 
Otherwise the ellipses are too small and move too slowly. The method 
throughout worked admirably. Even when the inside is wet and a thick 
phosphorus fog is produced, measurement is still possible through the Jog, 
a very unexpected result. In the course of time the glass becomes cloudy 
and must be rubbed clean. In such a case the observations a^ much 
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more difficult, unless the glass plates are very slightly heated by a moving 
Bunsen burner to evaporate the film of moisture. This procedure would 
not, however, be favorable to the occurrence of the nearest approach to 
adiabatic expansion which the chamber affords. From the different beams 
of spectrum Ught which pass through the fog-chamber, a number of sodium 
lines are available as fiducial lines, to which the center of ellipses is to be 
brought back. But the coincident ones for which the interference is adjusted 
are necessarily the most convenient. The construction of the interferome- 
ter did not permit the beam m to pass near the middle of the apparatus 
as would have been desirable. The results for 7 are given in tables 6a and 
63 and in fig. 63. They are as usual below the data of table 61 in case 
of Clement and Desorraes's method for the same chamber. The reason 
for this has frequently been stated and is due to the assumption of the 
approximate equation (2) for experimental purposes. 

Table 6a. — Wood fc^-chamber. Interference method, p/l'— .091. Vacuum-chamber 
eichausted. Barometer, p<,'75-93- absolute temperature, "-299.0° to 298.6°; 



6553 425 1-247 1.2919 

5587 1 813 " aSo 1.3292 
45 94 I 1338 I 164 ' 1.3139 



Table 63. — The same. Barometer, Pd — 75-52; absolute temperature, 
293.1°, Vacuum-chamber eidiausted. 



An inverse series of experiments was now made by compressing the air 
in the exhausted air-chamber, but it was not completed, owing to an 
accident to the chamber. The data so far as available are shown in table 
64 and figure 63. The tendency here is to fall below the data for the exhaus- 
tion method, consistently with the earlier experiments. 



65.68 : 400 , 1.278 . 1. 3195 

j 55 43 ! 833 1 I »05 1-2415 

45.41 : 1300 : 1.157 ■ 1.1888 
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Finally, water was introduced into the fc^-chamber so as to provide 
saturated air and the value of 7 was redetermined under these conditions. 
In the first measurements, as stated, no difficulties were encountered, even 
in the case of a very dense phosphorus fog. Later the glass became per- 
manently cloudy and could only be cleared by slight heating. The data 
are given in table 65 and figure 63. As a whole these results lie somewhat 
below the data for the dry chamber, but they are not sufficiently regular 
to admit of very definite statement. 

Table 65. — Wood fog-chamber. Interference method. Air saturated with water- 
vapor. Vacuum-chamber exhausted. Barometer, ft — 76, 1 7 ; absolute temperature. 



, 6592 438 ; 1.321 ' 1.2653 
, 56.09 900 I 1.175 I 1. 2204 
i 459a 1325 I 1-229 i > 2803 

3609 ■950 I 087 j 1. 1406 

At ip = iO certain tests were made by precipitating a very dense fog 
with phosphorus with results as follows: 

Without phosphorus: I0'X4JV-I3S0, 1350, 1300. 
With phosphonis: dense fog: l0'X4iV-l30O, 1250. 

Thus no effect of the very dense fog could be detected. 

The phenomenon of rings vanishing jerkily in the same sense as an 
increase of AN was apparent in all the experiments, inmiediately after 
exhaustion. Three or four such rings were counted. The observation is 
referable as before to some sort of strain in the solid parts of the apparatus, 
and probably not due to any thermo-dynamic transformation of the gas. 
The behavior of these rings suggests the properties of a solid under strain 
and not those of a gas. 

In general it is curious to note that whenever any part of the interferom- 
eter is strained a succession of rings gradually vanishes, after the strain 
has been imparted. They vanish too soon to be referable to solid viscosity 
in the ordinary sense. They rather show that full strain does not follow 
the stress instantaneously. 

The same chamber was now used in order to find y by Clement and 
Desormes's method, using all the precautions to guard against leaks, etc. 
The data are given in table 66. Owing to precipitation of fog, these results 
are as usual distinctly below the results for dry air and the same chamber 
(table 61). In both tables the value of r is constant for drops of pressure 
between Sp •= ao and 40 an., a very unexpected result, as one would fancy 
that the data for 7 would be more trustworthy (apart £rom measurement) 
as dp is smaller and there is less adiabatic cooling. The constancy of these 
values makes it posable to state a mean value of y for each individual 
case apart fnnn Bp. 



